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MARINE AND SHIPBUILDING 


UDC 621.436(204.1) :629.127.4 


DLESEL PLANTS FOR UNDERWATER VESSELS 
Leningrad SUDOSTROYENIYE in Russian No 10, Oct 82 pp 19-23 


GORDEYEV, P. A. 


[Abstract] Diesel plants such as HIRUP-30 and HIRUP-30E developed for under- 
water vessels by the Hitati Shipbuilding and Engineering Co Japan over the 
1971-78 period incorporate several features covered by 46 patents (including 
US, UK, FRG and Italian ones). These pertain to recirculation of combustion 
products, controlled oxygen feed, removal of carbon dioxide through absorption 
(use of sea water as absorber being particularly promising) or through 
liquefaction, solar heating of the electrolyzer for hydrogen generation for a 
hydrogen engine. The main performance characteristics of these diesel plants, 
in terms of energy output per unit of fuel and fuel cost per unit energy out- 
put, compare favorably with those of other types of power plants for under- 
water application. Figures 5, table 1, references 10 Western. 

(89-2415] 


UDC 629.12.03-8:621.181.647 


STEAM GENERATOR OPERATING ON THERMALLY SOFTENED SEA WATER 
Leningrad SUDOSTROYENIYE in Russian No 9, Sep 82 pp 19-21 


SEN’, L. I. 


[Abstract] An analysis is made of characteristics of a steam-raising unit 

that operates on sea water as determined by the ratio of working and heating 
steam pressures, thermal capacities of the steam generator circuits, and also 
the specific water content of the deaerator-reactor, the relative water 
productivity of the facility, flowrates of working fluids, multiplicity of 
evaporation of feed water in the salt-water circuit of the steam generator, 

and the overall multiplicity of evaporation of sea water in the facility. The 
mixer receives sea water and some of the purged solution from the salt-water 
circuit of the steam generator, as well as heating steam from the high-pressure 
circuit. The heated water goes to the dearator-reactor for thermal softening 





and outgassing. The softened feed water then goes to the salt-water circuit 
of the steam generator where steam is evaporated from it. The concentrate is 
continuously scavenged from the steam generator, and part of it is wasted. 
Experimental operation shows that the unit works reliably on concentrated sea 


water with high magnesium hardness. Figures 4, references 4 Russian. 
[41-6610] 








NUCLEAR ENERGY 


UDC 681.518:53.083.94 


INDICATOR OF ENERGY DISTRIBUTION IN FIELD OF REMK-1000 WATER-GRAPHITE CHANNEL 
REACTOR 


Moscow ATOMNAYA ENERGIYA in Russian Vol 53, No 4, Oct 82 (manuscript received 
2 Jun 81) pp 263-265 


ALEKSAKOV, G. N., GAVRILYUK, S. A., KUDRYAVTSEV, A. V. and TEREKHOV, G. P. 


[Abstract] An energy distribution indicator has been developed for monitoring 
the field in a RBMK-1000 MW water-graphite channel reactor on a television 
screen. This "Poleskop-5" instrument reconstructs the continuously distributed 
energy field in the reactor core from readings of discretely distributed 
sensors. The latter are placed equidistantly at nodal points of a 13xl2 grid 
at the reactor core, the kinescope screen being correspondingly divided into 
13 horizontal and 12 vertical stripes. The brightness of each of the 13x12 
rectangles is modulated by signals coming from the corresponding sensor. The 
instrument contains a commutator, a video channel with shaper (full signal, 
deflection signal, reference stripes), amplifier, and control, a synchronizing 
channel with generator (kipp oscillator) and amplifier, two stripe decoders 
(vertical, horizontal), and a frequency divider for control signals. The 
modulation characteristics of the channels are determined with equal controll- 
able voltages applied to all inputs. They are identical, within 3%, for all 
sensors. The measurement error does not exceed 0.5%, based on the threshold 
of brightness contrast. The instrument has been installed for pilot operation 
in the Kursk AES. The authors thank Yu. N. Filimontsev, 0. F. Safronov and 

V. A. Shchigolev, all representing the Kursk AES, for support and assistance 
in building and testing the "Poleskop-5" instrument. Figures 2. 


[44-2415] 








DC 621.039.512.4 


STABILITY OF NUCLEAR REACTOR WITH NATURAL CIRCULATION OF LIQUID FUEL 


Moscow ATOMNAYA ENERGIYA in Russian Vol 53, No 4, Oct 82 (manuscript received 
4 May 82) pp 261-263 


BLINKIN, V. L. and YEMEL'YANOV, Ye. I. 


[Abstract] A thermal reactor is considered in which liquid nuclear fuel, 

also serviny, as coolant, circulates through the core in channels surrounded by 
moderator (graphite). For analysis of the reactor dynamics, its physical 
model is described as a multipoint systen with lumped parameters in each core 
segment. Thermal feedback is characterized by two temperature coefficients 

of reactivity, one with respect to fuel temperature and one with respect to 
moderator temperature. The corresponding system of first-order differential 
equations, two equations of neutro kinetics, three equations of heat transfer, 
and one equation of mass transfer, are solved by the method of D-partitions 

in the plane of two parameters (temperature coefficients of reactivity) for the 
purpose of stability analysis "in the small"’. Calculations, by way of lineari- 
zation and Laplace transformation, yield the curve which separates the 
stability regions from those of aperiodic instability and oscillatory insta- 
bility in that plane, a negative power coefficient of reactivity being the 
necessary condition for stability. Typical numerical results are shown for 

two reactors, VTZhSR (high-temperature molten-salt reactor, USSR) and MSBR- 
1000 (molten-salt breeder reactor, US), indicating their operating points 
relative to natural-circulation and forced-circulation lines. Figures 2, 
references 5: 4 Russian, 1 Western. 

[44-2415] 


UDC 621.31:621.311.2:621.039 
USE OF NUCLEAR FUEL FOR COVERING SEASONAL PEAK ELECTRIC LOAD ON POWER SYSTEM 


Moscow ATOMNAYA ENERGIYA in Russian Vol 53, No 4, Oct 82 (manuscript received 
3 Dec 81) pp 218-222 


BOLDYREV, V. M., SICAL, M. V. and SKVORTSOV, S. A. 


[Abstract] Three alternatives of covering seasonal peak electric load in 
regional power systems are analyzed comparatively. In one scheme nuclear fuel 
is used for both generating heat and driving bleeder turbines to cover the 
peak load, in two other schemes fossil fuel is used for driving condensation 
turbines to cover the peak load and nuclear fuel is used for either generating 
heat or that and driving condensation turbines to cover the normal load. The 
relative merits of ATETs's with condensation turbines and ATETs's with bleeder 
turbines are taken into consideration, the latter being less versatile but 
preferable ecologically. An operational cost analysis is made base on a VK-500 
MW water-channel reactor and a VVER-1000 MW water-moderated water-cooled power 











reactor, with reference to a typical seasonal demand curve for the central 
region in the European part of the USSR. The results indicate that an ATETs 
with bleeder turbines can be cost effective and also save extra fossil fuel. 
Figures 2, references 5: 4 Russian, 1 Western. 

1 44-2415] 


UDC 621.039.003:621.039.516 


WAYS OF REORGANIZING FUEL CYCLE IN VVER-440 WATER-MODERATED WATER-COOLED 
REACTOR FOR BETTER ECONOMY 


Moscow ATOMNAYA ENERGIYA in Russian Vol 53, No 4, Oct 82 (manuscript received 
11 Jan 82) pp 213-218 


SIMONOV, V. D., PAVLOV, V. I. and POPILYUK, S. F. 


[Abstract] The fuel cycle in VVER-440 MW water-moderated water-cooled 
reactors, now based on addition of fresh fuel once a year for average 7/000 
effective hours of operation, is analyzed in search of ways to improve the 
overall fuel economy. Most promising are two ways to achieve this without 
changes in reactor design or degradation of physical bays {3 characteristics. 
One way would be to raise the level of fueld enrichment (U 235 ) from the present 
-4% in 84 element and 3.6% in 31-26 elements, without otherwise modifying the 
conventional base cycle. This car be done without technical difficulties. 
The other way, technically more problemat’ would be to depart from some 
conventional but not always mandatory requirements as to frequency of reactor 
recharges and permissible fuel depletion level. More economical is found to 
be a tradeoff with enrichment of makeup fuel to an average 3.20-3.21% level, 
adjusted to match both reactor core geometry and reactor recharge frequency 
on basis of triennial operating periods, and partial departure from present 
constraints. The relative advantage of these methods are weighed in relation 
to the coefficient of installed power utilization, which is now usually below 
0.8 but could be as low as 0.5-0.6 and then make simple fuel enrichment more 
advantageous. The authors thank V. A. Sidorenko for interest in this study 
and A. N. Novikov for helpful discussion of problems. Tables 2, references 
12 Russian. 
[44-2415] 








UDC €°?.039.624 


SOME RESULTS OF PARAMETRIC ANALYSIS OF TECHNICAL AND ECONOMIC INDICATORS OF 
POWER PLANT WITH 'TROL' AMBIPOLAR HYBRID FUSION REACTOR 


Moscow ATOMNAYA ENERGIYA in Russian Vol 53, No 4, Oct 82 (manuscript received 
4 May 82) pp 211-213 


VASIL'YEV, N. N., GOLOVIN, I. N. and KUZNETSOV, M. G. 


[Abstract] Technical and economic performance characteristics of a TROL 
ambipolar hybrid reactor with open plasma traps and with plutonium-producing 
uranium blanket have been analyzed parametrically, with cost of 1 g Pu 
production minus worth of also generated electric energy as characteristic 

but not necessarily absolute criterion function. Calculations were based on 
the plasma-physical model of such a reactor, taking into account nonuniformity 
of plasma density distribution in locking traps and three critical cost items 
(cost of blanket per meter of length, cost of superconducting magnet system 
per kA‘m, cost of injection system per kilowatt of beam power at given current 
level) as well as physical and technological design constraints. The evalua- 
tion problem was formulated as one of minimizing the criterion function, with 
any one parameter stipulated as deterministic quantity and with several values 
successively assigned to the anomaly coefficient, then solved by the alternating 
direction method with use of penalty functions. The results are compared with 
those for a TMHR tandem mirror hybrid reactor with thorium blanket. They 
indicate that TROL reactors are uneconomical even with classical plasma traps 
and will remain so, unless plasma confinement can be improved significantly 

by such means as "thermal barriers" used in TMX-U, TARA, MFTF-B reactors 
(United States) and GAMMA-10 reactors (Japan). Figures 2, tables 1, references 
8: 3 Russian, 5 Western. 

[44-2415] 


UDC 66.023:661.566:533.608 


GAS DISTRIBUTION IN REACTOR WITH PELLETIZED FUEL ELEMENTS 


Moscow ATOMNAYA ENERGIYA in Russian Vol 53, No 5, Nov 82 (manuscript received 
10 Oct 80, final edition received 22 Feb 82) pp 320-321 


PUSHNOV, A. S., GEL'PERIN, i. I. and KAGAN, A. M. 


[Abstract] A uniform gas distribution in reactors with fuel pellets can be 
achieved by artificially increasing the hydraulic drag at the walls or by 
varying the cross sections of gas dispenser and collector along the path. 

An experimental study was made to determine the optimum slope angle of baffles 
forming the dispenser and collector channels. Tests were performed under 
isothermal conditions, with the gas flowing along a Z-path. The slope angle 
was varied from 0 to 6°, and the layer of 3-5 mm pellets in the casette was 

95 mm high. Velocity profiles were measured along the casette, also pressure 








drop and temperature. The data, evaluated and compared with results of other 
similar studies, indicate that the least nonuniform gas distribution is 
achieved with a baffle slope angle of 4°. The nonuniformity factor also 
decreases with increasing loss of pressure head or Euler number. The results 
can be used for estimating the nonuniformity of the temperature field in the 
reactor. They can also be used for developing design methods. Figures 5, 
references 8: 5 Russian, 3 Wectern. 

[91-2415] 


UDC 621.039.515 


SYNTHESIS OF SYSTEM OF LOCAL AUTOMATIC REGULATORS FOR POWER REACTORS 


Moscow ATOMNAYA ENERGIYA in Russian Vol 53, No 5, Nov 82 (manuscript received 
30 Dec 81) pp 301-305 


YEMEL'YANOV, I. Ya., PODLAZOV, L. N., ALEKSAKOV, A. N., NIKOLAYEV, Ye. V., 
PAN IN > V. M. and ROGOVA, V. D. 


[Abstract] A system of local automatic regulators is required for reliable 
operation of large power reactors, specifically water-graphite channel 

reactors with inherent space-dynamic instability of the energy distribution 
over the reactor core. An engineering method of synthesizing such a system 

is described which aims not only at minimizing the necessary number of 
components but also to ensure, without dynamic errors, zero amplitude deviations 
of specific low-order harmonics in that energy distribution and to ensure, 

with the aid of compensating rods, automatic programmed power dumping with 
subsequent stabilization at the new power level. The synthesis proceeds in 

two stages. First comes analysis of the steady-state performance, on the 

basis of a linearized model of the reactor space dynamics. There follow 
calculations of the transient-state performance, on the basis of response to 

a unit-step perturbation, and optimization of the transducer arrvy in the given 
configuration of rods. The calculations include also energy field dynamics in 
the reactor with local automatic regulation devices installed. Figures 5, 
references 6 Russian. 

[91-2415] 








UDC 534.015.1 


VLBRATION-SHOCK MOTION OF REGULATING RODS IN SYSTEMS OF NUCLEAR REACTOR 
CONTROL AND PROTECTION 


Moscow MASHINOVEDENIYE in Russian No 6, Nov-Dec 82 (manuscript received 
28 Aug 81, after completion 16 Mar 82) pp 20-25 


MENYAYLOV, A. I., Moscow 


[Abstract] Parametric vibrations and shock motion of regulating rods driven 
by stepper motors in nuclear reactor control and protection systems are 
analyzed for existence of stability regions. On the basis of design and 
experimental data, the model of such a rod is an inverted double pendulum 
with elastic springs hinged between symmetric limiters, kinematically excited 
at the lower bearing. The equation of motion for the corresponding mechanical 
system with unilateral couplings is solved upon removal of the infinite dis- 
continuities by a special change of variables. Resonance frequencies are 
found in the shock region as well as in the shockless region. The stability 
test is based on the Routh-Hurwitz criterion in the frequency domain and in 
os phase plane. Figures 4, references 11: 10 Russian, 1 Western. 
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UDC 621.317.794+621.039.564 


MICROPROCESSOR-BASED SYSTEM WITH DISTRIBUTED STRUCTURE FOR NUCLEAR ELECTRIC 
FACILITY RADIATION MONITORING 


Moscow ATOMNAYA ENERGIYA in Russian Vol 53, No 3, Sep 82 pp 131-138 


DENISOV, A. A., ZHERNOV, V. S., KRASHENINNIKOV, I. S., MATVEYEV, V. V., 
RYZHOV, N. V. and SKATKIN, V. M. 


[Abstract] An examination is made of questions of developing radiation 
monitoring systems for nuclear electric facilities with emphasis on the problem 
of real-time radiation monitoring, and it is shown that this problem can be 
solved by using microprocessors and microcomputers, and by distributing 
functions with respect to the levels of a subsystem. The structure of the 
proposed system is based on singling out the most independent parts of tne 
problem to be solved, and on introducing hierarchically ordered levels of job 
handling. Microprocessor base modules are proposed for handling data from 
detector units. Data gathering stations are distributed over the territory 

of the nuclear facility and its environs, and are interconnected by a data 
transmission channel through which the information goes to a computer-equipped 
central monitoring room. The paper describes algorithms for data processing 
and transmission, and also display formats. Figures 6, references 6: 

4 Russian, 2 Western. 
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UDC 621.039.58 


MONITORING RADIONUCLIDE PROPAGATION THROUGH PROCESS CHANNELS OF NUCLEAR 
ELECTRIC FACILITY 


Moscow ATOMNAYA ENERGIYA in Russian Vol 53, No 3, Sep 82 pp 138-143 


ANTONOV, V. L., GRUZDEVA, A. A., ZHERNOV, V. S., KOZLOV, S. K., LAPSHEV, O. B., 
MATVEYEV, V. V., PUSHKIN, V. V., ROMANICHEV, M. K., SHERMAKOV, A. Ye., 
VARGIN, Ye. P. and DROZDOVA, L. P. 


[Abstract] In nuclear electric facilities with VVER reactors, the most likely 
path for radioactive contamination of the environment is through leaks in the 
steam-raising units. If there is a break in a pipe of the primary circuit, 
the leakage of coolant into the secondary circuit may go as high as 105 kg/hr. 
The radionuclides in the coolant accumulate in the secondary circuit, and reach 
equilibrium conditions within 7-9 hours. Gaseous and volatile radionuclides 
enter the steam lines of the secondary circuit, accumulate in the turbine 
condensers, and thence enter the atmosphere through the ejectors. The authors 
describe devices for detecting radioactive emission and propose a scheme for 
rational placement of such detectors in the primary and secondary circuits. 

A mathematical model is proposed for propagation of radionuclides through the 
secondary circuit when there has been a break in one of the steam-raising units. 
Suggestions are made for improving systems to monitor propagation of radio- 
nuclides through the process channels of a nuclear electric facility. Figures 
6, references 4: 2 Russian, 1 Czech, 1 Polish. 

(35-6610) 


UDC 621.039.512.45 


AXIAL AND RADIAL DISTRIBUTION OF FLUX DENSITY AND HARDNESS OF NEUTRON SPECTRUM 
IN FUEL ASSEMBLIES OF VVER-365 and VVER-440 REACTORS 


Moscow ATOMNAYA ENERGIYA in Russian Vol 53, No 3, Sep 82 (manuscript received 
17 Aug 81) pp 143-147 


BIBICHEV, B. A., MAYOROV, V. P., SIDORENKO, V. D. and FEDOTOV, P. I. 


[Abstract] Flux density and neutron spectrum in the cores of VVER-365 and 
VVER-440 reactors can be measured only by means of special tubes provided in 
the centers of the fuel assemblies. Activation detectors in these channels 
can give the axial distribution of flux density and neutron spectrum. The 
radial distribution of these quantities is obtained by determining the con- 
centration of certain fission products in the fuel after extracting the fuel 
assemblies from the reactor. The authors show that the distribution of flux 
density of thermal neutrons and the hardness of the neutron spectrum over the 
height and cross section of fuel assemblies of these reactors can be determined 
by a gamma spectrometric method without breaking fuel elements if fission 
products are selected that accumulate differently depending on the fluence of 








thermal neutrons and the hardness of the neutron spectrum. The isotopes 
selected are 137¢s, which has a concentration only weakly dependent on hard- 
ness, and proportional in a first approximation to the product of thermal 
neutron flux and time of irradiation, and 134¢., which accumulates in proportion 
to the product of hardness multiplied by the square of the product of thermal 
neutron flux and exposure time. It is shown that the proposed technique can 

be used for checking and correcting varius computational programs. Figures 3, 
references 11: 6 Russian, 5 Western. 

[35-6610] 


UDC [621.311.25:621.039].621.182.1.004 


PROMISING WATER CHEMISTRIES FOR NUCLEAR ELECTRIC PLANTS WITH VVER AND RBMK 
REACTORS 


Moscow ELEKTRICHESKIYE STANTSII in Russian No 7, Jul 82 pp 12-14 


MAMET, A. P., doctor of technical sciences; MAMET, V. A., candidate of tech- 
nical sciences; PASHEVICH, V. I., candidate of technical sciences; 
NAZARENKO, P. N., engineer, Energiya Scientific Production Association, 


VNIIAM [expansion not given] 


[Abstract] Currently operating nuclear electric facilities use the following 
water chemistries: for the first loop of VVER reactors--mixed ammonia- 
potassium with variable boric acid concentration; for the second loop of VVER 
reactors--ammonia-hydrazine with pH = 9.1 + 0.1; for nuclear plants with RBMK 
reactors--uncorrected neutral. Most nuclear facilities with VVER reactors 

that are now in operation do not provide treatment of the turbine condensate. 
Newly constructed large electric plants with VVER-1000 reactors have a facility 
for cleaning all condensate. Even though expensive austenitic steels are 
extensively used in the reactor water systems, considerable amounts of metal 
oxides accumulate in the reactor loops of nuclear facilities, become radio- 
active in the neutron field, are dispersed through the circulating system and 
aggravate the radiation environment of the facility, especially for repair 
work. On the basis of experimental work and analysis of non-Soviet experience 
with a variety of water chemistries, the following recommendations are made on 
water treatment in nuclear electric plants. Electric plants using RBMK 
reactors should use water with neutral oxidative chemistry dosed with 100-200 
ug/kg of gaseous oxygen or hydrogen peroxide. The first loop of VVER reactors 
should use hydrazine water chemistry with substitution of hydrazine dosing for 
ammonia dosing under power while maintaining the established norm tor hydrogen. 
The second loop in VVER facilities where copper-containing alloys are present 
should use reductive water chemistry with hydrazine dosing in the low-pressure 
channel and adjustment c*° dosing in accordance with the redox potential of the 
medium. When copper alloys are eliminated, both reductive and oxidative- 
neutral water chemistries may be equally effective in the second loop of VVER 
reactors; however, the reductive version is still preferable from the stand- 
point of simplicity of implementation and control. References 14: 11 Russian, 


3 Western. 
[34-6610] 
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UDC 621.039.51 
ACCUMULATION OF 233y WITH PREDETERMINED 232y CONTENT UPON EXPOSURE OF THORTUM 
IN VVER POWER REACTOR 


Moscow ATOMNAYA ENERGIYA in Russian Vol 53, No 2, Aug 82 (manuscript received 
14 Jul 81) pp 106-107 


POLYAKOV, A. A., RUKHLO, V. P., TITARENKO, Yu. Ye. and KOMIN, S. F. 


[Abstract] Model experiments are done to determine the influence that 
different concentrations of Zr09 in ThO») rods have on reducing the n232y/n233y 
concentration ratio as 733 accumulates with irradiation ot thorium in a VVER 
power reactor. The simulation was on a subcritical uranium-water stand using 
an IRT reactor as the neutron source. The power reactor core simulated in the 
center of the U09-H 90 array by the ThO9 + U0» rods had enrichment of 6.54 with 
respect to 235y.° Accumulation of 233U was simulated by introducing various 
contents of 23°U in the thorium rods. Measurements were made by an activation 
method on rods with 20 and 40 mass percent ZrO» and 235y concentration of 0, 
1, 5 and 10 kg of 235y per metric ton of 232th, The 232th (n, 2n) reaction 
was simulated by the reaction 7al (n, a) that has a similar effective thres- 
hold. Measurement results were extrapolated to a VVER fuel assembly of 126 
rods. It was found that slight accumulation of fissile isotopes in a thorium 
fuel assembly leads to an abrupt increase in 232y production. Addition of 
zirconium oxide effectively reduces the accumulation of 232y, Figures 2, 
references 4: 3 Russian, 1 Western. 

[25-6610] 
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NON-NUCLEAR ENERGY 


UDC 662.997:537.22 


HEAT PIPE FOR PARABOLOIDOCYLINDRICAL SOLAR POWER PLANT 


Tashkent GELIOTEKHNIKA in Russian No 4, Jul-Aug 82 (manuscript received 
10 Nov 81) pp 21-26 


KOKHOVA, I. I., SASIN, V. Ya., BORODKIN, A. A. and ERGASHEV, S. F., State 
Scientific Research Institute of Power Engineering imeni G. M. Krzhizhanovskiy 


[Abstract] A heat pipe has been developed for the special purpose of heating 
the hot junctions of a thermoelectric generator in a paraboloidocylindrical 
solar power plant. Its design is based on hydrodynamic and thermodynamic laws 
of mass and heat transfer along the liquid-vapor channel, assuming negligible 
pressure and temperature drops across the vapor phase and the phase transitio.. 
front. It consists essentially of a sheath and a wick, the latter a wire mesh, 
both made of stainless steel (12Kh18N10T and 12Kh18N9T respectively). The 
effective thermal conductivity of the wick is he = 1+ 5 J ee W/m, 0°) 
(b- half-width of mesh hole). Distilled water has been chosen as the working 
substance, because of its nontoxicity and high latent heat of evaporation. 

The pipe, purged of noncondensing hydrogen evolving from stainless steel and 
primed with water, then purged of excess heat carrier through vaporization and 
subsequently vacuumized, was tested experimentally for performance evaluation. 
First a water calorimeter and then a commercial thermoelectric generator 

(100 W rated electric power output with hot junctions at 300°C and thermal 
power input of 2400 W) were used for extraction of heat from the condensation 
zone. The wick was removed from the condensation zone for operation with the 
thermoelectric generator. The temperature profiles in the pipe and the 
current-voltage characteristics of the generator were measured at various power 
levels under steady-state conditions, with the pipe horizontal and with the 
pipe inclined (10°, 20°). The results indicate a stable isothermal operation 
of the heat pipe up to 350°, meeting the generator performance requirements 

as expected. Figures 3, references 11: 9 Russian, 2 Western. 

[89-2415] 
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UDC 662.997:537.22 


HEAT STORAGE SYSTEMS FOR SOLAR ELECTRIC POWER PLANTS 


lashkent GELIOTEKHNIKA in Russian No 4, Jul-Aug 82 (manuscript received 
14 Jun 81) pp 16-20 


AKHMEDOV, R. B., VORONKOV, M. Ye., POZHARNOV, V. A. amd CHAKOVSKIY, V. M., 
State Scientific Research Institute of Power Engineering imeni 
G. M. Krzhizhanovskiy 


[Abstract] Several heat storage systems for solar electric power plants have 
been developed, a few of them new, namely a dual-purpose steam-water type 
and a phase-transition type. The steam-water type, for use in solar electric 
as well as thermal electric power plants, consists of a tank with volume 
compensator, a steam generator, as expander, a heat exchanger for either 
preheating the line water or cooling the condensate, an economizer, also a 
feedwater pump, a line pump, and a condensate pump. Its performance is 
described by curves depicting the dependence of specific electric energy out- 
(MW. h/ty g) on steam pressure at the turbine entrance at various levels 
of water preSsure. The maximum output corresponds to a steam pressure of 
0.3-0.4 MPa at the maximum possible water pressure and reaches 0.04 MW.h/ton 
at a water pressure of 6 MPa. In the phase-transition type saturated or wet 
steam passes from the solar boiler through the heat exchanger, where it 
condenses and heat is transferred to a fusible storing substance (eutectic 
NaCl-ZnCly mixture), and the latter melts while the condensate returns to the 
boiler. Its performance is described by curves depicting the thermal power 
density at the heat exchanger surface as function of time, and its design 
involves matching the diameter of the heat exchanger tube with the temperature 
head (typically 13.5°C during charge and 30.0°C during discharge) for maximum 
heat transfer. Thermochemical systems are also considered for storage of high- 
temperature heat ( > 400°C). Promising reaction cycles are oxide (Ca0,Mg0) + 
water(or CO9) = hydroxide (or carbonate) + heat; S03(1100 K) Theat SO. + 70> 


(1100 K) — SO9+ #02 (300 K) thea$ s0,(300 K) TRE@$ so,(1100 K); CH, + 
H20(1300 K) —2&8S co+ 3H,(1300 K) that co+ 3H2(300 K) ThEAS cy, +H>0(300 K) 


——> Cy + H90 (1300 K). Another method of heat storing is by means of 
hydrogen produced in a cycle of alternately endothermic and exothermic re- 
ictions, each at a specific temperature, but this requires careful purification 
of the reaction products. Figures 3, tables 1, references 8: 5 Russian, 

) Western. 

[89-2415] 
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UDC 621.383:621.315 


PRODUCTION AND SOME PROPERTIES OF PHOTOVOLTAIC CELLS BASED ON LAYERS OF 
POLYCRYSTALLINE SILICON 


Tashkent GELIOTEKHNIKA in Russian No 4, Jul-Aug 82 (manuscript received 
2 Jul 81) pp 12-15 


SAIDOV, M. S., ALAD'INA, Z. N., ALIYEV, R. and CHIRBA, V. P., Institute of 
Electronics imeni U. A. Arifov, UzSSR Academy of Sciences 


[Abstract] A study was made of photovoltaic cells based on fine-grain layers 
of n-type silicon and produced by reduction of SiCly, in a hydrogen stream. 
The silicon films were deposited on As-Si substrates on graphite plates, at a 
rate of about 4 mm/min at about 1250°C. The surface of these films was 
polished and selectively etched in HF:HNO3:CH3COOH = 2:5:12 solution with 
chromic acid added, a p-n junction in the material with an electrical resistivity 
of 12 ohm.cm was formed by injection of boron ions with 25-75 keV energy in a 
concentration of about 2-102 cm~>, Radiation defects were cured by annealing 
in hydrogen for 30 min at temperatures from 200 to 100°C. The performance 
characteristics of such a photovoltaic cell were measured first over a 
temperature range from -150 to +150°C at constant illuminance. A decrease of 
the device temperature resulted in a higher sensitivity in the short-wave 

range, the sensitivity peak shifting from \ = 0.80 ym at +150°C to X = 0.72 um 
at -150°C. The performance characteristics were found to depend on the 
operating temperature, the short-circuit current increasing linearly with 

rising temperature at a rate of about 0.01 mA/°C, the open-circuit voltage 
decreasing at a rate of 1.6 mV/°C from -150 to +25°C and at a rate of 3 mV/°C 
from +25 to +150°C, the flatness of the current-voltage curve decreasing from 
0.8 to 0.66 with the temperature rising from -150 to -50°C and not changing 
further with higher temperature, and the efficiency remaining approximately 
constant up to -50°C and then dropping to zero above +100°C. As the irradiation 
power was increased, the efficiency reached 4.5%, the short-circuit current 
increased almost linearly at a rate of 57 zA/mW up to 0.7 W/cm* and then at a 
rate of 250 uA/mW further, and the open-circuit voltage increased to 0.42 V at 

a rate of 180 yV/mW up to 1000 mW/cm* and then reaching a plateau. The per- 
formance characteristics were also found to be affected by variation of the 
annealing temperature (900°C being the optimum for silicon single crystals) 

and on the thickness of the silicon layer. The thinnest layer of given grade 

of material yielded a photovoltaic cell with the highest efficiency and open- 
circuit voltage and the lowest short-circuit current. Figures 4, references 


6: 1 Russian, 5 Western. 
[89-2415] 
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UDC 621.383:621.472 


SOLAR CELLS BASED ON POLYCRYSTALLINE CdTe 


fashkent GELIOTEKHNIKA in Russian No 4, Jul-Aug 82 (manuscript received 
LO Nov 81) pp 7-11 


AZIMOV, S. A., MIRSAGATOV, Sh. A. and MUZAFAROVA, S. A., Physico-Technical 
[Institute imeni S. V. Starodubtsev, UzSSR Academy of Sciences 


[Abstract] The advantages of semiconductor-dielectric(oxide)-semiconductor 
structures with think dielectric interlayer over metal-dielectric(oxide)- 
semiconductor structures are technological. The dielectric layer must pass 
minority carriers while presenting an additional barrier to majority carriers, 
to ensure a low dark saturation current and correspondingly high open-circuit 
voltage. In an experimental feasibility study polycrystalline p-CdTe films 
were deposited on a substrates at 350°C, mechanically and chemically polished, 
then rinsed and covered with Sn0y films. The latter were deposited by two . 
methods, pyrolysis and pulverization, each process producing a thin (30-50 A) 


interlayer of CdO with traces of TeO9. Pyrolysis (from SnCl5.2H,0 and 
SnCl4.5H20 with 8% SbCl3) under a pressure of 3-5 atm for 6 min yielded solar 
cells with open-circuit voltage of 0.35-4 V, short-circuit current of 8-9 


mA/cm? 0.30 flatness of the current-voltage curve, and 2-2.5% efficiency at 
an irradiation power of 55 mW/cm? from an incandescent lamp. Pulverization 
yielded solar cells with open-circuit voltage of 0.52 V, short-circuit current 
of 12 A/cm, 0.39-0.42 flatness of the current-voltage curve, and 4-4.572 
efficiency at an irradiation power of 55 mW/cm2 from an incandescent lamp. 
Here the short-wave edge of photosensitivity lies at the 250 nm wavelength. 
Experience has shown that annealing such solar cells in an atmosphere of inert 
gas further improves their performance characteristics. Optimization of the 
technology of deposition of SnOj filters as thick as 1000 A by the pulveriza- 
tion process should make it feasible to attain an open-circuit voltage of 
O.75-0.78 V, corresponding to the contact potential difference at room 
temperature. Using instead of Sn0» another semiconductor material with electron 
affinity equal to or smaller than that of CdTe, such as heavily doped indium- 
tellurium oxide, can result in a nearly ideal isotypic n-n heterojunction with 
n-CdTe. This material is also suitable for a p-n heterojunction with CdTe. 
Figures 3, references 6: 1 Russian, 5 Western. 


[89-2415] 
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UDC 621.383 


PHOTOVOLTAIC CELLS BASED ON InP/CdS HETEROSTRUCTURE 


Tashkent GELIOTEKHNIKA in Russian No 4, Jul-Aug 82 (manuscript received 
10 Apr 81) pp 5-7 


BALEKA, E. S., GILAN, E. V., GORCHAK, L. V., KITOROAGA, A. D. and CHEBAN, A. G., 
Moldavian branch, Order of Labor Red Banner All-Union Scientific Research 


Institute of Current Sources, Kishinev 


[Abstract] Characteristics of solar cells based on p-InP/n-CdS heterostructures 
with large useful surfaces of 1-2 cm* were studied experimentally, for the 
purpose of establishing whether such structures with theoretical efficiency 

of 17.2% would be suitable for solar power plant installations on earth. 
Specimens of such a structure were produced by deposition of n-CdS layers 
(5-10 ym thick, electron concentration n= 2°1018 ~ 2-1019 om-3, electron 
mobility u,=60-130 om. y~l, g-1 electrical resistivity p= 1073 -10-2 ohm-cm) 
on a substrate of p-InP single crystal with (III) orientation (hole concentra- 
tion p= (2-5):1017 om-3, hole mobility zp = 70-90 cm2,y-l. s7) electrical 
resistivity p= 0.1-0.4 ohm.cm at room temperature) in a closed container in a 
hydrogen atmosphere with a 90°C temperature difference between CdS source and 
substrate. Measurements of the load characteristic yielded a conversion 
efficiency of 10%. With irradiation on the n-CdS side from an incandescent 
tungsten lamp with a power density of 55mW/cm2 yielded an open-circuit voltage 
of 0.64-0.67 V and a short-circuit current of 12-15 mA/cm? , with a 0.62-0.64 
flatness of the current-voltage curve. The short-circuit current is linearly 
dependent on the illuminance, while the open-circuit voltage is proportional 
to the logarithm of illuminance with a high sensitivity of 103 V/1m at low 
illuminance levels. The photosensitivity of such a photovoltaic cell remains 
high over a wide range of wavelengths, from 0.513 to 0.925 um. Figures l, 
references 6 Western. 

[89-2415] 


UDC 621.383:621.472 


PHOTOVOLTAIC SOLAR CELIS BASED ON "DEGENERATE SEMICONDUCTOR - SEMICONDUCTOR’ 
P-N HETEROJUNCTIONS 


Tashkent GELIOTEKHNIKA in Russian No 4, Jul-Aug 82 (manuscript received 
14 Apr 81) pp 3-5 


PAVELETS, S. Yu., Institute of Sem‘conductors, UkSSR Academy of Sciences 


[Abstract] New methods of producing p-n junctions are sought for more 
economical conversion of solar energy to electrical. Use of a degenerate semi- 
conductor on one side should contribute to a higher efficiency of a surface- 
barrier cell, strong degeneracy of the non-photosensitive component of such a 
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ieterojunction making it possible to shift the Fermi level 


into the v-bari or 
{ he 


~band so as to increase the contact potential difterence and making it 
isible to produce a sufficiently thin and thus transparent film of this 
mponent without reducing the series electrical resistance component below 
ermissible minimum. These advantages have been demonstrated on Cuy_,S/Cdle 
and Cu9_,S/GaAs heterojunctions with x*0.2, using polycrystalline CdTe and 
GaAs single crystals respectively with irradiation on the Cu; 25 side. An 
analysis of data on photocurrent measurement and calculation reveals that 
under a solar radiation flux density of 0.6 W/cm? the efficiency of a Cuz 35 


CdTe converter can reach 7.7% (open-circuit voltage 0.6 V, short-circuit 

urrent 12.5 mA/cm*) and the efficiency of a Cu; _g8/GaAs converter can reach 
14.5” (open-circuit voltage 0.82 V, short-circuit current 14.5 mA/cm¢). 
ecreasing the series electrical resistance component and use of transparent 
oatings should further raise the converter efficiency. Typically, the Fermi 
evel reaches the upper Limit of the v-band when the hole concentration in 
Cuy 85 is p= (5-6)°1019 em 


. Figure 1, references 10: 9 Russian, 1 Western. 
~2415] 


UDC 621.472:621. 363 


QUATTONS OF MOTION FOR HELIOSTATS IN TOWER-TYPE SOLAR ELECTRIC POWER PLANT 


fashkent GELIOTEKHNIKA in Russian No 5, Sep-Oct 82 (manuscript received 
» Apr 81) pp 31-35 


KACHANOVSKIY, M. N. and DUBILOVICH, V. 


7 
M., Belorussian branch, State 
fentific Research Institute of 


Power Engineering imeni G. M. Krzhizhanovskiy 
Abstract] Development of an automatic control system for the array of 
heliostate in the 5 MW experimental tower-type solar electric power plant must 
be compatible with the dynamic characteristics of these devices, which are 
inalyzed here on the basis of their equations of motion. 
qualities describe the position of heliostat 


zraphical coordinates (latitude) 
ire 


Trigonometric 
tracking the sun in geo- 
and solar coordinates. The angular velocities 
calculated by differentiating these trigonometric relations with respect 
to time, with the aid of the l'Hospital rule, whereupon also the rates of 
hange of velocities are determined. The critical positions are at the 
"antishade" points, where the zenith angle reaches its 90° maximum and the 
enith velocity becomes indeterminate, while the angle which the horizontal 
projection of the normal to the heliostat plane torms with the meridian is 
also indeterminate. Starting at these points the azimuthal control of 
Stats must be effected by tracking the mirror direction of that normal 
iwures 3, references 3 Russian. 
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UDC 662.997:697,328 


HEAT STORING DEVICES FOR SOLAR ELECTRIC POWER PLANTS 


Tashkent GELIOTEKHNIKA in Russian No 5, Sep-Oct 82 (manuscript received 
8 Jan 82) pp 27-31 


GUDKOV, V. I. and CHAKALEV, K. N., State Scientific Research Institute of 
Power Engineering imeni G. M. Krzhizhanovskiy 


[Abstract] Several types of heat storing devices are evaluated comparatively, 
from the standpoint of their use in solar electric power plants. They are: 
steam-water tanks of steel, prestressei cast iron, prestressed reinforced 
concrete--all utilizing the large thermal capacity of this substance, storage 
ot thermochemical heat of reversible decomposition-recombination reactions such 
as 280. = 2S+ 30, ; storage of heat of phase transition (of eutectic salts). 
Their lastaitariae cost per kW el. increases linearly with increasing length 

of duty cycle, that of s:eel steam-water tanks at the highest rate and that of 
tanks with melting salts at the lowest rate. The installation cost per kW el. 
of additional boiler capacity for operation with fossil fuel is much higher 

for short duty cycles (less than 4 h) but becomes much lower for long duty 
cycles (more than 12 h), breaking even with that of the various solar-plant 
heat storing devices within the intermediate range of operating hours. Various 
technical and environmental factors must be considered in the selection of 

heat storing device, namely performance characteristics, temperature and 
pressure limits, size, and properties of the working substance (e.g., toxicity). 
Underground storage of heat has also been found feasible and promising. 
Figures 3, references 10: 2 Russian, 8 Western. 

[99-2415] 


UDC 621.472:662.997 


TESTS OF POWER MODULE OF PARABOLOOIDO-CYLINDRICAL SOLAR HEATING PLANT 


Tashkent GELIOTEKHNIKA in Russian No 5, Sep-Oct 82 (manuscript received 
16 Dec 81) pp 19-23 


ARNIZHEVSKIY, B. V., KOKHOVA, I. I., ALIYEV, S. N., SAMOYLOV, V. A. and 
ERGASHEV, S. F., State Scientific Research Institute of Power Engineering imeni 


G. M. Krzhizhanovskiy 


[Abstract] The performance of the power module of a paraboloido-cylindrical 
solar heating plant with a heat pipe as thermoreceiver was tested at operating 
temperatures up to 300°C. The reflector has the dimensions LxB= 5000x2000 mn, 
a focal length of 850 mm and an aperture angle of 120°. The concentrator sur- 
face is an electr‘cally polished 1 mm thick aluminum sheet coated with a 

10-12 pm thick film of protective oxide, the specular aluminum having an 
integral reflection coefficient of 0.79-0.80 for solar radiation. The heat 
pipe is a 5000 mm long tube of stainless steel with an outside diameter of 
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10 mn and a wall thickness of 3 mn, a triple-layer criss-cross woven U.04- 
0.071-0.14 mm mesh of stainless steel wire serving as wick. The tube is 

laced inside a sheath of molybdenum glass 90 mm in diameter, for minimization 

heat losses, the coolant is water. Tests were performed in 1981 in 

Makhachkala. Measured were: incoming solar energy, ambient temperature, wind 
velocity, surface temperature along the heat pipe in evaporation zone and in 
ondensation zone, vapor pressure in heat pipe, coolant flow rate and tempera- 
ture rise, and current-voltage characteristic of ring-type thermoelectric 
venerator also serving as calorimeter. Particularly important were measure- 
ments made during heating by a nonuniformly concentrated solar radiation flux. 
‘he surtace of the heat pipe was found to be nearly isothermal in both zones 
even under those conditions, indicating a normal and stable operation, with 
maximum temperature drop of 10-15°C in evaporation zone and 7-10°C in conden- 
sation zone. With a solar radiation flux density of 850 W/m2, the heat losses 
reached 400 W/m“, the heat pipe delivered 2070 W at an overall efficiency of 
25°. The optical efficiency was 52.3%. Figures 4, references 3: 2 Russian 
| Western. 

19-2415] 


PARTICULARS OF DESIGNING AND MAKING CONTROLLED REACTOR WITH THREE=DIMENSLONAL 
MAGNETIC CIRCUIT 


Moscow ENERGETIK in Russian No 7, Jul 82 pp 12-13 
iL'CH, M. L. and GALIMBAYEV, U. Sh., engineers, Sredazremenergo 


,\obstract] Alma-Ata Power Engineering Institute has developed a controlled 
reactor with three-dimensional magnetic circuit for continuous control of 
reactive power in a 35 kV power transmission line. The inductive reactance 

the device is smoothly controlled by DC magnetization of the magnetic 
circuit. An industrial model of the reactor, the RMN-2500/35, was shown at 
the Exhibition of Achievements of the National Economy of the USSR in 1980. 
(he reactor has a power of 2500 kVA and voltage of 35 kV, and is an oil- 
tilled device with natural oil cooling using seven radiators on a circular 


ise with total therma wer of 90 kW. Protective devices are the same as 
ised on trans! ;$ expander, gas relay and exhaust pipe. Mass ot 


the reactor is 25 metric tons, height 4.9 m, diameter with radiators 4.4 m. 
ictive part of the installation is a magnetic circuit made up to six rods 
irrving the coils of the working winding, while toroidal yokes carry the 
tieid windings. The three-phase working winding is star-connected, resulting 
total elimination of the third harmonic, reducing the fifth harmonic to 
, and the seventh to 0.21%. The field winding carries current of 50 A 
it a power of 12 kW. Figures 2. 


‘ " . ‘ 
: HHi 








FACILITY FOR HEATING POWER TRANSFORMERS AND REACTORS 
Moscow ENERGETIK in Russian No 7, Jul 82 pp 15-16 


NIKITIN, N. M., SIDOROV, V. I., deceased, SOROKIN, V. G. and GUNNER, V. Ye., 
engineers, Tselinenergo 


[Abstract] The KVTM-280/0.5 facility used for heating power transformers and 
reactors in insulation tests suffers the disadvantages of large mass (3.7 
metric tons) and rough stepwise adjustment of voltage and current. The 
disadvantages of the VU-650 transformer and similar devices with continuously 
controlled voltage and light weight (650 kg) is that there are no facilities 
for holding the heating current constant throughout the test period as the 
winding resistance changes, and the lack of reliable protection from sudden 
surges of current. Tselinenergo Industrial Power Association has developed a 
transformer and reactor heating facility with stabilized rectified current 
that overcomes all these disadvantages. Maximum rectified current is 200 A, 
rectified voltage is adjus .ole from 0 to 450 V, overall dimensions are 
600x500x400 mm, mass is 30 kg. The method of regulation with respect to 
deviation of output current is used to stabilize the current under load. The 
device contains a three-phase asymmetric controlled bridge power rectifier, 
three shaping channels for producing controlling pulses, and a comparator 
based on an opamp. The input is connected to a current sensor in the heating 
circuit. The noninverting comparator input is connected to a controlled source 
of direct current that sets the heating current. The total voltage drop across 
resistors in the current sensor, which is proportional to the current flowing 
through the load, is sent to the inverting input of the opamp, where it is 
compared with a reference voltage. The opamp is connected so that the heating 
current is maintained constant. Figures 2, reference l. 

[37-6610] 


UDC 621.313.12:621.548:621. 316.729 


METHOD OF SYNCHRONIZING WIND TURBINE ELECTRIC GENERATOR WITH POWERFUL ENERGY 
SYSTEM 


Moscow ELEKTRICHESKIYE STANTSII in Russian No 7, Jul 82 pp 51-52 


SIDOROV, V. V., engineer, All-Union Scientific Research Institute of Planning 
of Hydroprojects imeni S. Ya. Zhuk 


[Abstract] Because of variable wind speed, until recently the only practical 
way to synchronize wind turbines with other facilities in an electric energy 
system has been self-synchronization. However, this method involves con- 
siderable electrical and mechanical probleiis, especially under gusty condi- 
tions. In addition, conventional self-synchronization involves certain 
preparatory steps that considerably complicate auxiliary equipment in wind 
turbine facilities. The author suggests a new method of self-synchronization 
in which the synchronous frequency of rotation of the generator is stabilized 


20 








directly from the AC line. The generator is disconnected from the braked 
wind turbine, and the generator is then run up to the frequency of rotation 
‘rresponding to sync by connecting the generator to the line in the no-load 
synchronous motor state with overexcitation, after which the wind turbine is 
started and connected to the generator when the turbine speed is equal to 
that of the generator. Sync time is 1-5 s. As the wind drops, there is an 
increase in slip between the driving and driven halves of the hydraulic clutch 
between the wind turbine and the generator, and then the difference reaches a 
certain value the turbine is disconnnected from the generator. This system 
ensures acceptable fluctuations of voltage and current on the generator 
terminalis. Figures 3, references 3 Russian. 
(34-6610) 








INDUSTRIAL TECHNOLOGY 


UDC 531.8:534.01 


FREQUENCY ANALYSIS OF REGULAR VIBRATORY SYSTEMS IN MECHANISMS WITH PROGRAMMED 
TRANSLATORY MOTION OF COMMON DRIVEN MEMBER 


Moscow IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: MASHINOSTROYENIYE in Russian 
No 11, Nov 82 (manuscript received 12 May 81) pp 35-39 


VUL'FSON, I. I., doctor of technical sciences, professor 


[Abstract] Multiloop mechanisms for producing programmed translatory motion 
of a follower with a set of drivers operating in parallel are used printing 
and textile machines as well as in rolling mills. Here the dynamic behavior 
of such a mechanism is analyzed on the basis of a model where the main 
(distributor) shaft constitutes a torsional subsystem with distributed para- 
meters and the cams with rollers constitute subsystems with lumped parameters, 
all parameters in the system usually being slowly varying quantities. The 
transient vibration modes and the natural frequency spectrum of this model 
are determined from the corresponding transfer matrix of kinematic functions 
and from recurrence relations in the form of nonhomogeneous difference 
equations. The general results of this analysis are applied to a specific 
mechanism consisting of a belt-driven distributor shaft which carries three 
equally spaced identical cam disks, each driving a roller. Calculations 
have been programmed in FORTRAN-4 for a YeS-1022 Unified System computer. 
Figures 3, table 1, references 3 Russian. 

[94-2415] 


UDC 62-83+62-85.002.2 


TECHNOLOGY OF PRODUCING LINEAR-DISPLACEMENT GAS BEARINGS 


Leningrad OPTIKO-MEKHANICHESKAYA PROMYSHLENNOST' in Russian No 6, Jun 82 
(manuscript received 11 Feb 81) pp 36-37 


RODIN, A. A., ARKHIPOV, V. V., BALATSENKO, N. K. and SEREBROV, D. D. 


[Abstract] A technological process has been developed by the authors for pro- 
duction of linear-displacement gas bearings with cylindrical surfaces for 

various instruments such as Fourier spectrometers and vibrometers. Dimensional 
precision of sleeve and float is attained in two stages: preliminary treatment 
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nd tinishing treatment. Preliminary treatment involves grinding with a 
diamond cutter at a speed of 85 m/min. Finishing is done in three steps: 

ugh Lapping at a speed of 27 m/min and first fine lapping at a speed of 
(6 m/min with cast-iron (SCh 18-36) tool and diamond paste (ASM 14/10 and 
\SM 5/3 respectively) in kerosene, then second fine lapping at a speed of 
18 m/min with presswood tool and diamond paste (ASM 2/1) in 10:1 water 
(distilled)+emulsifier(OP-7) solution. All fixtures and operations have been 
designed to produce diameters within narrow tolerances (+0.001 mm for floats, 
+0,0005 mm for cylinders) with noncircularity not exceeding 0.001 mm and 
surface roughness not exceeding 0.08 jim, allowing for linear thermal expan- 
sion of the SAS-1 bearing alloy, which will ensure a radial clearance of 
0.010+0.002 mm for the gaseous lubricant layer. Figures 3, tables 2, refer- 
ences 4 Russian. 

[31-2415] 


« MODELS OF INDUSTRIAL ROBOTS IN ACTION 


Moscow VESTNIK MASHINOSTROYENIYA in Russian No 7, Jul 82 pp 73-75 


\NDREYEVA, L. I[., engineer 


‘Abstract] New models of industrial robots are being continuous] y shown in 
the 'Mashinostroyeniye" (Machine Design) pavillion at the Exhibition of 
Achievements in USSR National Economy. The series of robots exhibited by 
the Special Design Office at the Leningrad Polytechnic Institute's Department 
of Engineering Cybernetics is built according to a universal physical model 
of an automatic manipulator, according to principles of robot-robot and 
robot-operator interactions, and according to algorithms of control at various 
levels. Their structure is modular, allowing for replacement and addition of 
features and programs. They are models MP-5P and MP-8 with positional control 
for metal cutting operations, models MP-9S and MP-11 with pneumatic drive for 
loading-unloading operations. Other models, built basically for operations 

' either of these two basic types, include automatic manipulators P-505 and 
M1LOTs4201 with direct digital control developed by the Scientific Research 
Institute of Tractor and Agricultural Machine Manufacturing Technology, an 
automatic manipulator with programmable control developed by the Experimental 
Scientific Research Institute of Metal Cutting Machine Tools and built at the 
"Stankokonstruktsiya" plant, industrial robot RD-25 developed by the Rostov- 
na-Donu Institute of Agricultural Machinery Construction, industrial robot 
"BRIG-10-ZAZ" developed and built at the "Kommunar"™ automobile manufacturing 
plant, automatic manipulator 11-TPR-O developed by the Central Scientific 
Research Institute "Elektronika", and automatic manipulator KSh-160Ml developed 
"Kompleks" Scientific-Industrial Association. In addition, there also 


by the 


oxnibited several new automatic production sets and lines with existing auto- 
matic manipulator and machine tool components, developed by the "Orgstankinprom" 
(State Planning, Technological and Experimental Institute for Organization of 
Tool and Machine Tool Industry) Scientific-Industrial Association and by the 


Planning and Design Technological Institute "Kuzrobot" (Forging Robot). 
[30-2415]! 
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UDC 62-85.007.52 


PNEUMATIC MEASURING SYSTEMS FOR INDUSTRIAL ROBOTS 
Moscow VESTNIK MASHINOSTROYENIYA in Russian No 7, Jul 82 pp 10-14 
GRADETSKIY, V. G., candidate of technical sciences 


[Abstract] Outstanding features of pneumatic measuring systems for industrial 
robots are high reliability and long life. These systems are designed to 
analyze external and internal information by means of sensors and transducers, 
basically of either pneumomechnical or pneumoacoustic type using turbulent 
jets, jets with elastic distension, or vacuum. Their performance is most 
conveniently analyzed on the basis of hydrodynamic relations, taking into 
account inertia and viscosity as well as compressibility of the working sub- 
stance. Their performance parameters (flow rate, pressure, drag) and dynamic 
characteristics are calculated according to circuit theory and using equivalent 
four-pole networks, with available data on measuring capabilities attainable 
in the present state of the art: linear displacement 0-4 mm with 0.5-3% error, 
200 Pa/um optimum sensitivity and 0.001 s response time; presence of object 
from distance 0-20 mm (0.5-1 m for pneumvoacoustic detector), with 2-8% error, 
200 Pa/ym optimum sensitivity and 0.002 s response time; force 0.1-10 N or 
1-100 N, with 5% error and 0.2 s response time; temperature 10-800°C, with 
5-10% error, 10°C sensitivity and 20-30 s response time; pressure 0-10 MPa, 
with 2-5% error, 0.1 MPa sensitivity and 0.2-l1 s response time. Pneumatic 
systems have several characteristics which render them suitable for detecting 
the presence of objects and determining their distance as well as small dis- 
placement, for operation under severe environmental conditions such as high 
temperature, radiation, electromagnetic interference, explosive media, and 

for operation in sensitized robot grippers. Such devices, typically a trans- 
ducer using turbulent jets for detecting the presence of a blank part to be 
machined, are built at the Experimental Scientific Research Institute of 
Forging and Pressing Machinery. Figures 4, table 1, references 9: 6 Russian, 
3 Western. 

[30-2415] 


UDC 535.317.2 


NEW LIGHT-BEAM DEVICES FOR AUTOMATIC CONTROL OF MACHINES 


Leningrad IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: PRIBOROSTROYENTYE in 
Russian Vol 25, No 10, Oct 82 (manuscript received 22 Jul 80) pp 71-74 


TSUKKERMAN, S. T., Leningrad Institute of Precision Mechanics and Optics 
[Abstract] Two laser devices for automatic control of machines in land 


reclamation, road construction, mining, and other projects have been recently 
developed and tested. They are the already series produced UKL-1 and the 
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pilot produced PUL=N. 


invisible ir daylight 


its vertical position. 


The UKL-1 has a control beam up to 1.2” wide in the 
norizontal plane and Q0.1-0.2 m wide in the vertical plane. The beam is 
and thus requires an "optical surveyor rod" for marking 


The laser is energized by pulse trains rather than by 


continuous sparse modulation, which reduces the power drain to 12-15 W and 
increases the interference immunity of the system but requires a supply voltage 


as high as 10 kV. The receiver 


‘ncludes three FD24-K photodiodes with the 


distance between the outer two adjustable from 30 to 60 mm so that the 
sensitivity can be averaged for a given range of distances such as, e.g., 
20-150 m. The PUL=-N consists of a light-weight projector (0.3 kg) mounted on 
a 1-30 rotatable telescopic sight, drawing 1.5 W of power at a voltage of 6 V. 
The projector beam has a maximum divergence of 2° and a circular cross section, 
designed for wide range of vertical and horizontal control. The receiver in- 
cludes a two-lens objective with an FD-9K photodiode in its focus, a pre- 
amplitier with automatic gain control and an output amplifier feeding a relay 
in the control panel for machines with an up to 3 A current rating. This 
device has been used experimentally with a drainage rig in "Lenmelioratsiya’ 
outfits. Its technical characteristics and performance are somewhat better 


than those of the UKL-l. 


[84-2415] 


Figures 2, table 1, references 4 Russian. 


)YNAMIC LOADING OF MANIPULATION AND TILTER MECHANISMS IN BLOOMING MILL 1000 


(bilisi SOOBSHCHENIYA AKADEMII NAUK GRUZINSKOY SSR in Russian Vol 106, No 2, 


May 82 (manuscript received 22 May 81) pp 341-344 


9 


CHITORELIDZE, G. M. and SHARASHENIDZE, D. A., Institute of Metallurgy imeni 
Semi-centennial of USSR, GSSR Academy of Sciences 


‘Abstract] The dynamic performance of manipulator and tilter in the blooming 
mili 1000 recently installed, after reconstruction, in the Rustavi Metallurgi- 
cal Plant is analyzed on the basis of the solution to the characteristic 
equation which describes transient processes in the kinematic linkwork of the 


system. 


The first and second critical frequencies have been calculated by a 


numerical method for six modes of tilter motion (idel stroke with i, ma, and 


~ 


ix min» tilting 
rod and with damping 


OT 


of one ingot and of two ingots, 


tilting with damping in 


on motor shaft) and for six modes of manipulator motion 
free travel of left-hand rulers and free travel of right-hand rulers, rotatior 


translation in each case, straightening of one ingot and of two ingots). 


The results indicate a need for dampers, in the form of shock absorbers on 


tilter links and for stiffening or manipulator links. 


references 6 Russian. 


[93-2415] 


Figures 2, tables 2, 
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UDC 621-231.1 


MECHANISM SIMULATING MOTION OF EYE AXES 


Moscow MASHINOVEDENIYE in Russian No 6, Nov-Dec 82 (manuscript received 
21 Jul 81, after completion 26 Apr 82) pp 37-38 


DIMENTBERG, P. M., Moscow, and SARKISYAN, Yu. L., Yerevan 


[Abstract] An elementary mechanism is constructed for simulating the 
approximately synchronous macromovements of the axes of a person's two eyes 
tracking a point which moves in space, such movements also including "jumps" 
with large amplitudes. Each eye is a body rotated by three pairs of muscles 
about any axis approximately passing through one stationary point at the center 
of that body. Accordingly, the motion of both eyes is spherical with three 
dgrees of freedom. Such a motion is simulated by a four-link mechanism which 
consists of a variable-length connecting rod and a "stationary" bar rotating 
in a hinge about its own axis, and two rockers of equal length. Each length 
of the connecting rod corresponds to an infinite number of fixation points 
located on the toroidal surface which the centroid of the connecting rod 
generates during rotation of the latter about the "Stationary" bar as axis. 
The mechanism can be incorporated in a three-movement manipulator. Figures 2, 
reference 1 Russian. 

(92-2415] 


UDC 651-752.2 


i ARAMETRIC OPTIMIZATION OF NONLINEAR VIBRATION ISOLATION SYSTEMS WITH AID OF 
MULTIDIMENSIONAL FOURIER TRANSFORMATION 


Moscow MASHINOVEDENIYE in Russian No 6, Nov-Dec 82 (manuscript received 
7 Jul 81) pp 31-36 


SINEV, A. V., Moscow 


[Abstract] The apparatus of multidimensional Fourier transformation is 
applied to optimization of vibration isolation systems subject to steady and 
transient deterministic perturbations as well as to steady random ones. The 
response of a nonlinear system to a steady random input action is analyzed, 
assuming that this action has a normal probability density distribution with 
zero mathematical expectation and that the kernels in the Volterra series are 
not of higher than third order. The general results are applied to the 
specific case of a kinematic vibration isolation with a stationary random 
process acting on the base and with the nonfunctional constraint y., < Yo 

on the static displacement under load. This constraint becomes an equality 
when the acceleration dispersion is to be minimized, another special case 
being "white noise” when the spectral (frequency) density of acceleration is 
uniform. The first derivatives of the acceleration dispersion with respect to 





the two optimum vibration isolation parameters yield two equations for the 
latter. When one of them is zero, then the other also becomes zero and thie 
nonlinear system degenerates into a linear one with the dimensionless 
acceleration dispersion equal to unity. Otherwise either "stiff" or 
nonlinearity is possible, depending on whether one of the optimum parameters 
is nonnegative or nonpositive respectively. Figure 1, references 5 Russian. 


[92-2415] 


‘'soft"’ 


UDC 531.014.5 


DEPENDENCE OF COMPLEX RESONANCE MODES IN HIGHLY NONLINEAR VIBRATION SYSTEMS 
ON AMPLITUDE OF EXTERNAL PERTURBATION 


Moscow MASHITNOVEDENIYE in Russian No 6, Nov-Dec 82 (manuscript received 
} Apr 81) pp 26-30 


KRYUKOV, B. I. and SEREDOVICH, G. I., Moscow 


[Abstract] A study is made of the amplitude-frequency characteristics of 
highly nonlinear vibration systems, of particular interest being the changes 
in resonance mode produced by changes in the amplitude of the external force 
and by changes in the magnitude of the constant displacement. As illustrative 
case is considered a system describable by the Duffing equation X+ Ex+ kxt+ 

» x3 = Feos t. The evolution of the fundamental mode, second harmonic and 
third harmonic is examined within the range of second and third ultraharmonic 
resonance. The study reveals heretofore unknown anomalies of complex 
resonances, not found in vibrations of only slightly nonlinear systems. These 
must be taken into account in synthesis and design of heavy processing equip- 
ment which utilizes complex resonances. Figures 3, references 9: 6 Russian 

} Western (1 in translation). 

[92-2415] 


UDC 621-567.2 
EORY OF OPTIMAL CONTROL OF HYDRAULIC DAMPER BASED ON MODEL OF COMPRESSIBLI 
FLUID 
Moscow MASHINOVEDENIYE in Russian No 6, Nov-Dec 82 (manuscript received 
20 Jul 79, after completion 16 Apr 81) pp 16-19 
RIVKIN, A. S., Leningrad 


[Abstract] The problem of optimally controlling a hydraulic damper is solved 
on the basis of the model of a compressible fluid. This model has certain 
features in common with that of an incompressible fluid, but has also its 
pecullar features associated with compressibility of the working substance. 


MN 
~~ 











fhe system of equations describing the dynamics of piston and stopper is 
mverted from one with time to one with piston displacement as independent 
iriable. The optimum program for varying the orifice area is found in the 
lass of piecewise-continuous bounded functions, upon minimization of the 
integral criterion functional. The resulting Hamiltonian contains two coupled 
variables which satisfy two equations for its first derivatives with respect 
fluid pressure and to piston velocity equared. These variables require no 
boundary conditions, inasmuch as the state vector of the original system is 
completely known at both ends of the trajectory. The optimal control process 
can now be analyzed as a whole, with the aid of the maximum principle. It is 
demonstrated that, under physically feasible conditions, there is one and only 
one transition point to a fully closed orifice--optimally either at the 
beginning or at the end of the stopping action. The problem of optimal control 
has been reduced to a finite-dimensional problem of determining the optimum 
coordinates of switching points and can be solved by such methods as that of 
steepest descent. Figures 2, references 3 Russian. 
[92-2415] 


UDC 536.21:517.9(075) 


\LCULATING UNSTEADY TEMPERATURE FIELD OF RUBBER BEARING WITH LONGITUDINAL 
UBRICATING GROOVES 


Moscow IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: MASHINOSTROYENIYE in Russian 
No 10, Oct 82 (manuscript received 14 Jul 81) pp 15-18 


ABAYEV, A. A., candidate of technical sciences, OSIPOV, Yu. R., candidate of 
technical sciences, and SHVETSOV, A. N., graduate student 

\bstract] Rubber bearings of two major types are currently used in Soviet 
machine building: with longitudinal and with helical lubrication grooves. 

‘his paper is devoted to an analytical study of the unsteady temperature 

field of bearings with longitudinal grooves. A segment of the bearing is 
modeled by a rectangular parallelepiped with given cross sectional dimensions. 
Boundary conditions are assigned for the surface facing the shaft, in contact 
with the bushing and exposed to the coolant. Due to the low thermal con- 
luctivity of rubber and intense heat transfer by the coolant, it is assumed 
that heat flux in the plane perpendicular to the line of the bushing-bearing 
interface decreases through the thickness of the segment and becomes negligible 
on the surface where the bearing is in contact with the bushing. Heat ex- 
change between segment and coolant conforms to Newton's law with constant 

neat transfer coefficient and coolant temperature. The temperature of the 
segment in the longitudinal direction is taken as invariant, and it is assumed 
that there are no changes of thermophysical properties of the segment 
material. Formulas are derived for calculating the temperature field of a 


rubber bearing segment over a wide range of working conditions. Figures 2, 


references 5 Russian. 
| 29-6610] 











UDC 621.833:534 


INFLUENCE OF FRICTION FORCES IN ENGAGEMENT ON TRANSVERSE OSCILLATIONS OF GEARS 


Moscow IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: MASHINOSTROYENIYE in Russian 
No 10, Oct 82 (manuscript received 8 Dec 81) pp 27-30 


PODZHAROV, Ye. I., candidate of technical sciences, docent 


[Abstract] Studies were done on the step-up gearing in the headstock of a 
screw-cutting lathe. It was found that in certain speed ranges corresponding 
to resonances of transverse oscillations of the shaft-gear system on the 
tooth frequency, intense vibrations arise in the gearing in the direction of 
friction forces between teeth. These vibrations are much stronger than those 
in the direction of the normal forces parallel to the line of engagement, 
although the level of these vibrations also increases in the same period 
ranges. Variable friction forces have a more noticeable effect on oscillations 
in more exact gearing. In the zone where friction forces influence vibrations, 
a monotonically increasing segment with elevated level of oscillations can be 
observed in the sonic and ultrasonic frequency bands on the spectra of gear 
vibrations. Figures 3, references 2: 1 Russian, 1 Western. 


[29-6610] 


UDC 62-229. 323.7 


DETERMINING PARAMETERS OF TWO-CYLINDER LEVER MANIPULATOR 


Moscow IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: MASHINOSTROYENLYE in Russian 
No 10, Oct 82 (manuscript received 15 Jul 81) pp 47-52 


VATOLIN, V. V., candidate of technical sciences, docent, and TEREKHOV, V. V., 


engineer 


‘Abstract] Studies are done on the operation of a lever manipulator with 
two-cylinder pneumatic drive operated from an energy source of limited power. 
Consideration is taken of hydraulic pressure losses as air flows from the 
The calculation also takes account of 


tank into the pneumatic cylinders. 
Formulas 


motion parameters and the state of the gas in the drive system. 
are given for the effect that the drive has on motion parameters based on the 
The results can be used for qualitative evaluation 
Figures 3, references 3 


Clapeyron ideal gas law. 
of manipulator parameters on the design stage. 
Russian. 
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UDC 621.533.9 


OUTLOOK FOR AUTOMATING PLASMA SPUTTERING BY USING INDUSTRIAL ROBOTS AND 
MICROCOMPUTERS 


Moscow IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: MASHINOSTROYENIYE in Russian 
No 8, Aug 82 (manuscript received 29 May 81) pp 154-155 


KOSOLAPOV, A. N., engineer, and ALIYEV, M. A., engineer 


[Abstract] It is suggested that industrial robots might be combined with 
microcomputers to automate the process of plasma sputtering to produce heat- 
resistant and anticorrosion coatings by performing the following functions: 
metered supply of electric energy, working gases, material to be sputtered 
and coolants; manipulation of workpiece in the sputtering zone; transport 

of the workpiece into and out of the sputtering zone; monitoring and control 
of the process of energizing and de-energizing the facility; stabilization of 
technological parameters, or programmed regulation: monitoring of techno- 
logical parameters and signal indication when they go beyond set limits: logic 
and computer operations. Two stages are distinguished in realization of such 
a program: using industrial robots to automate major operations of surface 
preparation and application of the coating; tying in microcomputers with the 
robots and technological equipment. Moscow Higher Technical Academy imeni 
3auman has developed a technological module implementing the first stage 
designed around the “universal-5" industrial robot. This unit consists of a 
process section and a control section accommodated in different rooms. Video 
equipment is used for monitoring. 

[27-6610] 


UDC 621.52 
INFLUENCE OF PISTON AND SLIDE-VALVE SEALS ON VACUUM PUMP OPERATION 


Moscow IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: MASHINOSTROYENIYE in Russian 
No 9, Sep 82 (manuscript received 15 Jul 81) pp 72-75 


YEDEMSKIY, V. S., candidate of technical sciences 


[Abstract] Internal leaks through piston and valve seals have a considerable 
effect on the characteristics of piston vacuum pumps with slide valve distri- 
bution. To determine the volumetric characteristics of such pumps with slide 
valve of piston type and to get the right overlaps when designing the gas 
distribution units, it is necessary to know the proper clearances of the 

piston and slide-valve seals. A peculiarity of operation of piston and valve 
seals in vacuum pumps with bypass channels located on the cylinder wall, and 
cylinder ports on the valve sleeve is that during the working cycle they seal 
the working cavities with a varkable number of piston rings. The author did 
experiments to determine the clearances of piston and valve seals as a function 
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of the number of piston rings and the pressure in front of the seal. Analysis 

of the influence of leaks through piston seals showed that the overlap at the 
! of suction can be considerably reduced. The results were utilized in 

developing the 3VMP-3, VNP-6 and 2DVNP-6 vacuum pumps at Melitopol'kholdmash 

Production Association. The new design has reduced specific power by 22-28 

Figures 3, references 2 Russian. 
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i] 








TURBINE AND ENGINE DESIGN 


UDC 621.515.004.69 


EXPERIENCE WITH IMPROVEMENT OF CENTRIFUGAL COMPRESSOR 
Moscow ENERGOMASHINOSTROYENIYE in Russian No 10, Oct 82 pp 23-26 


SHKOL'NIKOV, B. G., engineer, METALLIKOV, S. M., candidate of technical 
sciences, GURVICH, I. A., engineer, and BYVSHEV, Yu. V., engineer 


[Abstract] Further improvement of centrifugal compressors for driving gas 
turbine engines or supercharging diesel engines is required in terms of higher 
efficiency, wider stability margin, and better manufacturability. In an 
attempt to achieve these objectives, there was built a set consisting of a 
cast reaction-type closed impeller with 21 blades designed for high specific 
circumferential velocity (uy 500 m/s) and a radial vane-type double-row 
diffuser designed with an airfoil profile. This set was subsequently tested 
in an experimental compressor with nominal compression ratio of 3.92 and 
nominal specific speed of 28,000 rpm, maximum air rate not exceeding 4.3 kg/s. 
The necessary margin of mechanical strength for high-speed operation was 
ensured by using for the impeller a special high-strength cast alloy, reducing 
the thickness of the cover disk to the permissible minimum (1.8-2.2 mm) with- 
out making the shroud unstable, so as to reduce the stresses in the blades, 
and increasing the thickness of the blades and the hub. The measured perform- 
ance characteristics, efficiency as function of air rate and of impeller speed, 
ilso air flow pattern at entrance to an exit from the impeller as well as at 
entrance to and exit from the diffuser, indicate that the goals are met in 
terms of efficiency (0.838 under nominal operating conditions, 0.92 at a 
compression ratio of 4.38 or at partial load) within the 80-100% speed range 
and stability margin (21.7% under nominal operating conditions). Figures 5, 
tables 2, references 8: 7 Russian, 1 Western. 

[83-2415] 
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NCREASED VIBRATION RESISTANCE OF MODEL K=300-240 LMZ (LENINGRAD METAL WORKS) 
URBINES 


! 
i 
r 
‘ 


Moscow ENERGETIK in Russian No 10, Oct 82 pp 14-15 
LUPOLO, O. A., engineer, and BYSTROV, V. F., engineer, Kostroma GRES 


‘Abstract] No low-frequency vibrations of steam turbines in the Kostroma GRES 
heve been recorded since 1976. <A quantitative analysis of engineering data 
on the flowthrough stage design and dynamic stability of eight K-300-240 LMZ 
(Leningrad Metal Works) turbines on RVD-RSD bearings indicates that downward 
centering radial forces acting on the runner at various angles and loading 
the bearings when the runner axis moves above the stator bore axis during 
precession or otherwise act also as aero-dynamic spring forces which damp 
‘lf-excited vibrations. An evaluation of dynamic stability relative to the 
ritical vibration level reveals that the centering forces in the flowthrough 
stage can be optimized, technologically, so as to increase the dynamic stability 
without affecting the economy of turbine operation. Economy as well as 
dynamic stability of K-300-240 turbines can be improved without fundamental 
design changes. Figure 1, tables 2, references 2 Russian. 


| 38-2415] 


UDC 621.516 


ROTARY LIQUID-SLEEVE VACUUM-TYPE COMPRESSOR WITH LOAD RELIEVER BUSHING 


Moscow IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: MASHINOSTROYENIYE in Russian 
No ll, Nov 82 (manuscript received 22 Dec 81) pp 84-86 


DUBENETS, V. D., doctor of technical sciences, professor; CHERNYKH, A. I., 


steraduate student, candidate of technical sciences, docent, and 
\UCHERENKO, V. I., engineer 


A performance analysis of a rotary liquid-sleeve vacuum-type 
compressor indicates that use of a load reliever bushing will increase its 
speed while reducing the specific power input. The basic structural feature 
of such a compressor is a solid bushing with forced air feed through the 
clearance between it and the housing. Slots are cut in the latter to 
accommodate microfilters made of acrylic plastic. Such a compressor was 
tested in the exhauster mode of operation with water as working substance. 
Etfective input power Ne, kW and true delivery rate V_, M3/s were measured 
over a range of suction pressure from 20 to 80 kPa, with air feed pressure of 
108-120 kPa and circumferential velocity of the compressor wheel ranging from 
12.7 to 16.5 m/s. Installation of a solid bushing was found to reduce the 
specific power N/V, by 10-20% at the top speed, this advantage being 
appreciable at suction pressures below 46 kPa and vanishing at suction pressure 
above 60 kPa on account of air leakage which also reduces the true delivery 
rate (only by 5% at low suction pressure and by as much as 30% at high suction 


‘Abstract ] 


pressure). Elimination of air leakage must be the next step in improvement of 
this type of compressor. Figures 2, references 2 Russian. 
[94-2415] 
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UDC 621.615 


CENTRIFUGAL SUPERCHARGER WITH ARCUATE INTERMEDIATE BLADES 
Leningrad SUDOSTROYENIYE in Russian No 11, ov 82 pp 24-26 


PETROV, Yu. I. and KOSTOMAROV, V. A. 


[Abstract] In order to reduce the detrimental effect of secondary currents 

in the interblade spaces of a centrifugal supercharger on its performance 
without appreciably decreasing its efficiency, an arcuate shorter blade-fin 
was installed between each two neighboring main blades along the center line 
of the channel. The curvature of these intermediate blades was the same as 
that of the main ones, but their width was varied from 10 to 407% at the exit 
edge. The aerodynamic characteristics of three superchargers (TeNK-1-64-14- 
50-1 and TsKN-1-64-14-55-1, blower TsU 40/17) were measured before and after 
installation of intermediate blades. Addition of intermediate blades was found 
to increase the compression ratio by up to 15% with almost no change in 
efficiency at the optimum point, but with the maximum efficiency either 
increasing or decreasing by 3-5% depending on the ratio of impeller width to 
interblade distance on the median circule (not to exceed 0.86). Also the 
noise spectrum was found to have changed, with the intensity decreasing by 

3-6 dB in the 25-126 Hz band and increasing by 1-3 dB in the 160-2000 Hz band. 
Figures 5, table 1, references 2 Russian. 

[96-2415] 


UDC 621.125.018.001.5 


RESULTANT CHARACTERISTICS OF VELOCITY STAGES IN SUPERSONIC TURBINES UNDER 
VARIABLE OPERATING CONDITIONS 


Leningrad SUDOSTROYENIYE in Russian No 10, Oct 82 pp 16-19 
TOPUNOV, A. M., TIKHOMIROV, B. A. and GENOV, A. G. 


[Abstract] An experimental study of velocity stages in a turbine at super- 
sonic flow was made in a special test stand with a turbine-type air brake. 
The prototype booster steam turbine for this test consisted of a double-row 
velocity stage with partial admission and an array of drill nozzles, the 
expanding supersonic part of the latter designed for minimum wave and friction 
losses with a 22° exit angle. The runner wheel was shrouded, had blades with 
sharp edges at the working end and an air-tight jacket around the hub, there 
were no seals. The turbine was tested under various conditions, the nozzle 
expansion ratio ranging from 4.38 to 3.21 and the admission factor ranging 
from 0.015 to 0.06 depending on the number of active nozzles. The tests 
included conditions of energy injection, corresponding to the negative branch 
of the speed characteristic. The latter as well as the efficiency and the 
reactivity were measured. The results indicate how these performance para- 
meters vary with the expansion ratio, the steam density, and the adiabatic 
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exponent. The characteristics, all smooth and continuous, differ trom those 


ot subsonic stages by having a wide range in the countersteam mode where there 
is no dependence on the pressure dip and on the expansion ratio. The results, 
zeneralized relative to optimum performance mode and referred to temperature 
drop, verify that modeling a supersonic turbine stage on the basis of in- 
variable steam (or air) velocity and relative density at the nozzle exit is 
kinematically most accurate. Figures 5, references 3 Russian. 
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UDC 624:072.33-621.438 


(\UNING OUT NATURAL VIBRATION FREQUENCIES OF COMPRESSOR BLADES FOR GAS TURBINE 
ENGINES BY METHOD OF SUCCESSIVE OPTIMIZATION 


Kiev PROBLEMY PROCHNOSTI in Russian No 7, Jul 82 (manuscript received 16 Jun 81) 
pp 86-89 


ROYTMAN, A. B., AFANAS'YEV, V. P., MIKHAYLOVA, T. F. and OMEL'CHENKO, S. P., 
Zaporozh'ye and Dnepropetrovsk 


‘Abstract] The method of successive optimization is applied to the design of 
mpressor blades for gas turbine engines. To ensure that the frequencies of 
their transverse natural vibrations do not fall within dangerous resonance 
bands. The blade fin thickness profile is selected as control function, 
smoothly varying through a maximum, with invariable blade volume, fin length, 
and chord length. The quality functional involves all frequency intervals 
between first and second resonance, the integral of the second variation of 
blade thickness with a regularization factor, and the blade volume with a 
Lagrange multiplier. As mathematical model of natural vibrations serves the 
ditferential equation of motion in the plane of minimum stiffness the geo- 
metrical relations are defined approximately with aid of tables, and the 
yptimality condition with appropriate boundary conditions is obtained by 
equating the first variation of the quality functional to zero. The algorithm 
of design optimization consists of two parts. First blade deflections at 
natural frequencies are calculated through solution otf the corresponding 
undary-value problem by successive approximations, then a new distribution 
the control (thickness) function is calculated until the deviation from 
to or smaller than the permissible one, within additional 
strength requirements, technological feasibility, and 
procedure is demonstrated on a typical 
= 2671014 mm/s? (E- modulus 


timum becomes equal 
ustraints imposed by 
dynamic characteristics. The 


‘ompressor blade made of a material with E/p = 0.2 
t elasticity, A- density) with natural frequencies in the second flexural 
le allowed within the 3300-3450 Hz range. Figures 2, table 1, references 








UDC 621.165:539.3 


STRESSED STATE OF ELEMENTS OF TURBOMACHINE BLADES WITH HOLES FOR BANDING 


Kiev PROBLEMY PROCHNOSTI in Russian No 7, Jul 82 (manuscript received 6 Aug 81) 
pp 84-86 


SUKHININ, V. P., VOL'KOVICH, I. B., LUKINA, E. V. and MALYAR, V. A., Khar'kov 
Institute of Railroad Transportation Engineers 


[Abstract] Blades for high-power steam curbines are usually long and twisted, 
their vibration resistance being increased by means of bands threading through 
holes. A study was made to determine the state of stress in the banding zone 
ot such a blade under flexural load. Measurements by the photoelasticity 
method with "freezing" of strains were made on model plates of optically 
sensitive ED-20M epoxy simulating a blade on the basis of dynamic similarity. 
Data were processed on a Mir-l computer and compared with the Kirchhoff model 
as well as with theoretical calculations by A. S. Kosmodamianskiy. The 
results reveal the distribution of stresses and, particularly important, the 
peaks of stress concentration across a blade along holes (ratio of blade 
thickness to hold diameter h/d= 1.42) inclined at various angles (0, 35, 45, 
90°) to the blade surfaces and without or with rounding at the edges (1.5, 
3.0, 4.5 mm rounding radius). The stress concentration is maximum at points 
in the plane of symmetry of the blade passing through the hole axis. The 
nonuniformity of stress distribution decreases as the angle between hole axis 
and blade surface increases and, at the same time, the hole becomes shorter. 
The stress distribution tends to become smoother with rounding of the hole 
edges, but no significant improvement is achieved by making the rounding radius 
much larger than 0.15 times the blade thickness. Figures 3, references 3 
Russian. 
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UDC 621.311.25:621.039 


THEORETICAL SUBSTANTIATION OF CHARACTERISTICS OF INTERMEDIATE SUPERHEAT IN 
TURBINE SETS IN AES 


Moscow TEPLOENERGETIKA in Russian No 11, Nov 82 pp 30-31 


KHRUSTALEV, V. A., candidate of technical sciences; OSTAPENKO, V. A., candidate 
of technical sciences; ARKAD'YEV, B. A., engineer; and FOMENKO, V. I., 
engineer, Saratov Polytechnic Institute; Industrial Association for Atomic 
Technology at Khar'kov Turbine Generator Plant; Novovoronezh AES 


[Abstract] Theoretical relations are derived for the turbine economy in AES 
and its dependence on parameters of the intermediate superheat. The variable 
part of total plant cost, which includes the operating cost of the inter- 
mediate stage, is established as function of superheat temperature and 
separator pressure. The cost equation is optimized on the basis of 3-4 
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segments of the load curve and assuming a heat transfer coefficient proportional 
to pressure. Equating the first derivatives of normalized variable cost with 
respect to variable parameters to zero yields the optimum rate of superheated 
steam and the optimum temperature head. Calculations continue now for the 
high-pressure cylinder and the low-pressure cylinder, taking into account the 
unit cost of fuel (U09), the fuel depletion rate, the fuel combustion 


characteristics, and the unit cost of heating surface .s well as the relevant : 
thermodynamic steam-turbine performance parameters. Figures 3, references 4 

Russian. 
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UDC 621,.311.25:621.039 
?ERFORMANCE OF EVAPORATOR IN K-500-65/3000 TURBINE SET IN CHERNOBYL'SK AES 
Moscow TEPLOENERGETIKA in Russian No 11, Nov 82 pp 32-35 


GOLUBEV, Ye. K., candidate of technical sciences; GLAZOV, Ye. Ye., engineer; 
PLOKHTIY, T. G., engineer; BRONNIKOV, V. K., engineer; VAKULENKO, B. F., 
engineer and MIKHAYLOV, V. S., engineer; All-Union Scientific Research 
Institute of Atomic Machinery; Chernobyl'sk AES; Industrial Association 
'Krasnyy Kotel'shchik" 


[Abstract] In the Chernobyl'sk (also Leningrad and Kursk) AES, operating with 
XBMK-1000 MW water-graphite channel reactors, the K-500-65/3000 turbine sets 
include evaporators which serve as sources of "pure" low-radioactivity steam. 
{hese evaporators, developed at the All-Union Scientific Research Institute 

of Atomic Machinery and built by the Industrial Association ''Krasnyy 
Kotel'shchik" for the Khar'kov Turbine Generator Plant, are of the vertical 
type and have a welded construction: a set of two vertical cylindrical 
housings with covers on top and bottom. The lower part of each, into which 
feed water is poured, contains a tubular heater (made of Okh18N10T steel, 
iiameter 32 mm, wall thickness 2 mm) and has taps for removal of noncondensing 
yases from the seam compartment. The upper part contains two steam scrubber 
stages: two horizontal perforated sheets, one above the other. The two 
cylindrical housings are joined through an equalizer tube (diameter i00 mm). 
(he performance of this evaporator set and its technical capabilities were 
tested under various operating conditions for over a year. In these tests 
were measured the rates of secondary steam and pure condensate, the constant 
scavenging rate, the pressures of heating steam and secondary steam, the 
temperatures of feed water and pure condensate, the levels of condensate in 
housing and in heating compartment as well as in scrubbers, aud the turbine 
senerator load. The measurements were made with operational and special-purpose 
instruments. The Na*t-content in feed water was monitored with a VPF-VTI flame 
photometer accurately within 2.5 zg/kg, the $i0,~3- content was monitored with 
a molybdenum solution accurately within 10 pg/kg, the Cl~-content was monitored 
by the nephelometric method accurately within 20 B18, and the § ~-activity 
was monitored witn an SBT-10 @-counter up to 10-19 ci/] accurately within 
+20%. The normal steam rate from evaporator to user is approximately 40 t/h 
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under a pressure of 0.65 MPa, with a reserve of at least 15 t/h. The results 
ot the tests indicate that 38 t/h is sufficient, the rate increasing to 42 t/h 
during startup. The heat transfer coefficient was found to be 3600-3890 

w/ (mn? OC), 23-28% higher than calculated. Long operation without scavenging 
does not lower the quality of steam, but scavenging at a constant rate ot 

1 t/h is recommended for more reliable operation. Figures 4, references 4 
Russian. 
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UDC 621.514 
DYNAMIC CALCULATION OF ROTARY-PISTON COMPRESSORS 


Moscow IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: MASHINOSTROYENTYE in Russian 
No 9, Sep 82 (manuscript received 3 Jul 81) pp 80-85 


NEKHOROSHEV, B. G., senior instructor 


[Abstract] A dynamic scheme is developed for calculating forces, torques 

and loads in a Wankel-type compressor with two-corner piston and housing cross 
section in the form of an epitrochoid. It is shown that such compressors 
should use only two-bearing shafts to avoid static ambiguity in finding the 
resultant loads on the main journals and bearings from two or more coaxially 
arranged stages or sections. The proposed method has been programmed in 
FORTRAN-4. Figures 3, references 3 Russian. 
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UDC 621.438.038(088.8) 


PNEUMATIC FUEL INJECTOR FOR GAS-TURBINE ENGINES 


Moscow IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENLY: MASHINOSTROYENIYE in Russian 
No 9, Sep 82 (manuscript received 26 May 81) pp 102-105 


MELENCHUK, A. I., candidate of technical sciences 


.Abstract] The paper gives the results of an experimental investigation and 
recommendations on designing low-head air-spray injectors that operate ona 
the cycle air of a gas-turbine engine with air takeofi from the compressor 
diffuser. A pneumatic fuel injector of this type is described that has been 
developed at the Central Scientific Research Motor Vehicle and Engine 
Institute. The results of experimental studies show than an injector in- 
corporating the proposed recommendations produces fuel jets with droplets 
75-120 um in diameter in the range of engine operating parameters. Figures 
3, references 3 Russian. 
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NAVIGATION AND GUIDANCE SYSTEMS 


UDC 531.38:532.51:517.91 


NONLINEAR SYSTEMS REPRESENTING SUPERPOSITION OF GYROSTATS 


“Moscow DOKLADY AKADEMII NAUK SSSR in Russian Vol 266, No 4, Oct 82 
(manuscript received 28 Dec 81) pp 816-820 


GLUKHOVSKLY, A. B., Institute of Atmospheric Physics, USSR Academy of Sciences, 
Moscow 


|Abstract] A three-modal mechanical system is considered consisting of two 
gyrostats, its rotor spinning about one principal axis of inertia at constant 
angular velocity relative to the housing. The motion of such a system is 
describable by the Euler equations and the n-dimensional extension of the 
Volterra equations can be applied to it. On this basis is given a mechanical 
interpretation of an E. N. Lorenz model which, with a constant moment of 
external forces and without friction at the rotor shaft, can be reduced to a 
magnetohydrodynamic model of the earth. The forced motion of an n-dimensional 
gyrostat is also described on this basis and represented as that of superposed 
two Lorenz models with terms in the equations depending on the constraints. 

Two such superpositions are considered and analyzed, in one case with isotropic 
viscous friction there existing an asymptotically stable equilibrium position 
and with anisotropic viscous friction there existing five equilibrium positions 
either asymptotically stable or unstable depending on the system parameters. 
References 13: 5 Russian, 8 Western (1 in translation). 
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UDC (681.883.67.001.24:534.874) :649.12.073.243 


ELECTRONIC METHOD OF STABILIZING DIRECTIVITY OF HYDROACOUSTIC ANTENNAS DURING 


ROCK LNG 


PETROV, S. P. 
[Abstract}| It is desirable to stabilize the axis of the directional 


characteristic when a discrete antenna array such as a hydroacoustic one used 
on ships rocks together with the carrier. The directional characteristic of 
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such an antenna is designed to compensate the differences in time between 
signal arrivals at the antenna elements differently positioned in space 
relative to the wavefront of the incoming signal. When the antenna and its 
elements are also rocking, the directional characteristic must also at every 
instant of time take into account the distance pj; of each element from some 
fixed plane parallel to the incoming wavefront (assumed to be plane) so that 
the output signals can be delayed correspondingly (delay time zr ;* § ,/c,c- 
velocity of sound) before they are all added. Here the general relations are 
established in a Cartesian system of coordinates which moves with the carrier, 
the rocking motion being represented as a superposition of linear and angular 
oscillations about the metacenter. Electronic instruments can be used for 
measuring those oscillations and the velocity of sound, calculating the cis- 
placement matrices and then the distances as well as the time delays. 
Advantages of an electronic system over a mechanical one are much easier 
compensation of angular and linear antenna displacements, immediate response 
to changes in the velocity of sound, and smaller equipment for stabilization. 
Figures 2, references 4: 3 Russian, 1 Western (in translation). 
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UDC 681.883.074 
NAVIGATION SYSTEMS WITH HYDROACOUSTIC BEACONS 
Leningrad SUDOSTROYENIYE in Russian No 10, Oct 82 pp 33-36 
SMIRNOV, G. E. and TOLSTYAKOVA, N. A. 


[Abstract] Navigation systems with hydroacoustic beacons locate ships 
relative to buouys installed on the seabed or on underwater structures and 
feed data on ship movement into the dynamic ship stabilizing system. Here 
three types of such systems are compared, their structures described and their 
operation outlined. The OASIS (Offshore Acoustic/Satellite Integrated System) 
has a long base and also locates a ship in geographical coordinates. There 
are systems with short base and recently developed systems with ultrashort 
base. The electronic equipment includes cathode-ray tubes and digital 
coordinate indicators. Hydroacoustic beacons are autonomous devices emitting 
signals either according to a program or in response to received coded 
interrogation signals. Figures 4, tables 2, references 15: 1 Russian, 

14 Western. 
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UDC 621.3.075 


PROCEDURES FOR DETERMINING TRANSFER FUNCTIONS OF NONLINEAR SYSTEMS ON BASIS 
f NEWTON-KANTOROVICH METHOD 


Leningrad IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: PRIBOROSTROYENIYE in 
Russian Vol 25, No 10, Oct 82 (manuscript received 30 Jul 81) pp 36-40 


SNURNITSIN, V. R. and SULAYMANOV, R. T., Novosibirsk Institute of Electrical 
Engineering 


[Abstract] A variant of the Newton-Kantorovich method is proposed for deter- 
mining the transfer functions of nonlinear systems. The procedure is an 
iterative one and involves solution of nonlinear operator equations in form 

f Volterra functional polynomials. The relation between input signal x(t) 
and response y(t) is assumed to be describable by a nonlinear nonhomogeneous 
equation Ly(t)+ Df [y(t)] = x(t) with zero initial conditions (L,D - linear 
lifferentiai operators, f(y)= 3 a;yl - polynomial of M-th degree) and a linear 

— f=] 

ipproximation yo(t)= k(_, )x(t- ¢ ) dz to be feasible. Owing to the fast 
convergence of the Néewton-Kantorovich method, it is often possible to obtain 
a very accurate solution after only one iteration. ‘The method is demonstrated 
on a system describable by the equation dy + y + uy? = x and on the algebraic 
equation y+ by = x representing the majorant with respect to norm for some 
operator equation. The results are compared with those obtained by the sub- 
stitution method and the method of simple iteration. Figure 1, references 3 
Russian. 
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UDC 681.511.46 


) STURAL=PARAMETRIC SYNTHESIS OF NONLINEAR CONTROL SYSTEM ACCORDING TO 
RESCRIBED MOTION 


Leningrad IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: PRIBOROSTROYENIYE in 
Russian Vol 25, No 10, Oct 82 (manuscript received 8 Jan 82) pp 32-36 


DUSHIN, S. Ye., IMAYEV, D. Kh. and MOISEYEV, S. S., Leningrad Institute of 
Electrical Engineering imeni V. I. Ul'yanov (Lenin) 


bstract}] Synthesis of prescribed transient motion for nonlinear systems by 
he method of generalized linearization is considered, in frequency and time 
mains with application of the Laplace transformation. The problem is to 

termine the structure and the parameters of the operator of the linear 
yrrection component which will ensure prescribed motion at the input to the 

nlinear component, assuming the transfer function of the linear component 

be a fractional-rational one and assuming that both input motion and output 

tion have Laplace transforms. The sufficient condition for the output 

notion and thus also the transfer function of the nonlinear component to be 
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tractional-rational is that the statistical characteristics on nonlinearity 
polynomials. On this basis, for illustration, are calculated logarithmic 
normalized logarithmic phase-frequency characteristics of simple inertial 
mponents. Analysis of the results reveals that the nonlinear component 
acquires integrating properties when motion increases and differential 
properties when motion decreases. Figures 2, references 5 Russian. 
[84-2415] 


CURACY OF SYNTHESIS OF APPROXIMATELY OPTIMUM CONTROL FOR NONLINEAR OBJEC 


veningrad IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: PRIBOROSTROYENIYE in 
Russian Vol 25, No 10, Oct 82 (manuscript received 8 Feb 82) pp 27-31 


ALEKSANDROV, Ye. Ye. and TRIGUB, M. V., Khar'‘kov Polytechnic Institute imeni 
V. i. Lenin 


Abstract] A method of synthesizing an approximately optimum control has been 
proposed earlier for an object describable by the system of nonlinear differen- 
tial equations x(t)= 9'(x,t)+ u(x,t) (tL [O,T], where x) x), LS is 
the state vector and u { Uy,» Unsere gt} is the control vector whose components 
satisfy the constraint fuc(x,t)| S u*, (s= 1,2,...,m) on the [0,T} interval. 
\mong the vector-functions u(x,t) satisfying this constraint is sought one 
which minimizes a certain functional of given positive-definite functions. 
ie problem is solved by stipulating a number & > O defining the accuracy of 
he control and the number of terms in the power series expansion, performing 
the approximation, solving the Bellman functional equation and integrating the 
original vector differential equation, and determining the first approximation 

' the -optimum control. The procedure is repeated with additional terms in 

ie power series expansion till the condition ZW £€ has been attained. The 
method is demonstrated on the example of an object moving according to the 

quation x(t)= ax(t)+ bx“(t)+ cx3(t)+ du(x,t). The results indicate that 
synthesis of approximately optimum control is feasible with any prescribed 
degree of accuracy. Figures 2, references 6 Russian. 

[84-2415] 
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LECTLON OF OPTIMUM CORRECTION CHARACTERISTIC FOR VERTICAL CYRO FROM COMPUT! 


erTarnre 
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a 


eningrad IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: PRIBOROSTROYENIYE in Russian 


Vol 25, No 6, Jun 82 (manuscript received 19 May 80) pp 69-73 
RGEYEV, M. A., Leningrad Institute of Precision Mechanics and Optics 


[Abstract] A system of automatic design from computer printouts has been 


developed for astronavigation instruments including vertical gyros and laser 








The software consists of more than thirteen programs, A typical 


OMmpasses. 
The optimum constant correction 


ipplication is correction of a vertical gyro. 
naracteristic, corresponding to minimum mean-square error, is to be selected 
‘r given angular momentum and dry-friction torque. The algorithm of selection 
is based on the differential equation of motion for the sensing element and its 
solution by the method of statistical linearization. Graphs are plotted fron 
printouts which indicate the insensitivity zone as well as zones o! 


‘oOmputer 
proportional and mixed correction characteristics. Figures 2, references 6 


Russian. 
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UDC 534.014.531.383 


METHOD OF DETERMINING NATURAL FREQUENCIES OF GYROMOTOR FROM PARAMETERS OF ITS 
Vv [BRATION 


Leningrad IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: PRIBOROSTROYENIYE in 
ssian Vol 25, No 6, Jun 82 (manuscript received 30 Jun 81) pp 65-69 


LYAYEV, A. Yu., PETRENKO, V. Ye. and RADYSH, Yu. V., Kiev Polytechnic 


BE 
Institute 


determining the axial fit of a gyromotor 


is to measure its natural frequency, this 
For 


‘Abstract] A convenient method of 


tor mounted in two ball bearings 
method being based on the relation between both according to Hertz's law. 


S purpose, the gyromotor is usually mounted in a vibration test stand and 
‘xcited into monoharmonic vibrations with the frequency raised until maximum 
amplitude has been reached. This method is inaccurate on account of errors 
roduced by additional masses, finite stiffness, and noise from spinning 
rotor. Another method utilizes vibrations of the gyromotor caused by manu- 
facturing and assembly errors. The gyromotor is suspended on a steel string 
nd, with the rotor spinning, is excited not by external forces but by internal 
inbalance forces. The frequencies of the developing internal forces depend 
rotor speed, while the natural frequencies of the gyromotor are almost 
independent of the rotation. As the rotor speed is varied, therefore, the 
frequencies will shift relative to the constant natural frequencies. 
occurs, and is recorded, when an excitation frequency coincides with 


e. > 
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natural frequency. This functional method of measurement requires a spectrum 
alyzer with output band filter and a vibration transducer with sensitivity 
ixis in a plane normal to the string, also a reference-frequency audio 
‘sscillator and an oscillograph. Both methods have been evaluated comparatively 
basis, with a gyromotor weighing 1200 g and a rotor mounted 
The motor was energized from a 500 Hz a.c. source 
results of statistical analysis 


yn a statistical 
»)L006096Yeu bearings. 
ind the nominal rotor speed was 26,400 rpm. The 
dicate that both svstematic and random errors of the functional method are 


maller. Figures ?, references 6: 5 Russian, 1 Western (in translation). 
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UDC 629,7.054(082) 


USE OF BI-OSCILLATORY SCHEME IN FLOAT-TYPE CYROSCOPIC DEVICES 


Leningrad IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENTY: PRIBOROSTROYENIYE in 
Russian Vol 25, No 6, Jun 82 (manuscript received 30 Jun 81) pp 60-64 


PANKRATOV, V. M., Saratov Polytechnic Institute 


‘Abstract] The capabilities of float-type gyroscopic devices can be extended, 
including programmable control of output characteristics, by insertion of an 
intermediate ring into the gap between housing and float. The ring, coaxial 
with the gyromotor carrying float and completely immersed in the working fluid 
which fills the housing, is free to spin about its axis. There are three 

pairs of mechanical or electric springs in the system: between float and 
housing, between ring and housing, between float and ring, each exerting a 
moment proportional to the respective angle of relative rotation. On the 
intermediate ring is also mounted a detent fixing its stationary position. 
Expressions for kinetic energy, potential energy, and dissipation function in 
the float-ring system are derived, disregarding friction in the gimbal bearings 
but including viscous drag during Couette flow of the fluid between float and 
ring. The performance of this device is described by Lagrange equations of 

the second kind. Depending on the way the actions of the three spring pairs 
are combined, there are possible eight schemes and two modes of operation. 

With the ring fixed relative to the housing and the spring action between them 
‘liminated, the device operates in the basic mode. With the ring free, the 
device operates in the bi-oscillatory mode and elimination of any one, or two, 
or all springs reduces the device to a special case. The device can thus be a 
plain integrating gyro, a tachometer gyro, an accelerometer, or a combination 
of two. Figure 1, table 1, references 3 Russian. 
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UDC 629.73.05-52 


»9ELECTING WEIGHT FACTORS IN PROBLEMS OF OPTIMUM DAMPING OF ELASTIC WING 
OSCILLATIONS 


\azan IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY:  AVIATIONNAYA TEKHNIKA in Russian 
No 2, Apr-Jun 82 (manuscript received 27 May 81) pp 35-40 


SLRAZETDINOV, T. K. and KHALITOV, I. Kh. 


(Abstract] Using a previously derived system of equations for controllable 
ending and twisting oscillations of a wing, the authors derive a formula that 
letines the optimum control structure. This formula contains a symmetric matrix 
function that must be determined to find the actual control, which depends in 
turn on the choice of weighting coefficients in the system of equations de- 
fining the matrix function. A solution is found for the problem of selecting 
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hese weight tactors by satisfying predetermined inequalities (secondary 
riteria) defining constraints on flutter, deflection of control element, phase 
rdinates and theri derivatives, and regulation time. A practical approach 
») construction of an optimum controller is proposed, and applied to a specitic 
wing in which twisting and bending vibrations are controlled by small deflec- 
tions ot an aileron. Figures 3, references 6 Russian. 
44-6610) 


PLYING PHASE BIPLANE METHOD TO STABILITY STUDY OF SPACECRAFT WITH ROTARY 
NTROL SYSTEM 


Nazan I[ZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENITY: AVIATSIONNAYA TEKHNIKA in 


sian No 2, Apr-Jun 82 (manuscript received 15 Dec 79) pp 99-103 
'AVLOV, Yu. N. and SEVEROVA, L. V. 


\bstcact] An examination is made of the stability of a spacecraft with 
<tensible elastic components and a rotary control system in the fixed 
orientation mode. The analysis is based on the phase biplane method proposed 
y V. Yu. Rutkovskiy and V. M. Sukhanov [see "Stability of Relay Control 
‘stems for Orienting a Deformable Spacecraft", Proceedings of Sixth IFAC 
mposium on Control in Space, Moscow, Nauka, 1973, Vol 11, pp 37-43]. It 
is shown that generalization of the solution that applies to gas-jet contro] 
its with zero moment in the neutral zone can give convenient analytical] 
yrressions applicable to rotary systems for the boundaries of stability 
regions, using a piecewise-linear approximation of the controlling moment 
ynsideration of the effect of elasticity, delay, moments of friction 
ind other factors. Figures 2, references 3 Russian. 
—64h-6610) 


VAM TC OF NONLINEAR GYRO SYSTEMS WITH POLYHARMONTC AND RANDOM BASE 
ATLONS 


eningrad IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENTY PRIBOROSTROYENIYE in 
ssian Vol 25, No 8, Aug 82 (manuscript received 23 Dec 81) pp 59-64 


;, N. V. and LESTEV, A. M., Leningrad Institute of Aviation Instrument 


bstract] An analysis is made of dynamics and accuracy of a system made u 


et of solids and r gyroscopes. The position of the system of solids 


relative to the base is given by s generalized coordinates gq 
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motion of the base is assinged by coordinates dg4j (t) }) = 1,.+6., m The 
yordinates of the angles of turn of the gyro rotors relative to the casings 
iré assumed to be cyclic, and the base is subject to oscillations such that 
parameters Gg44 6b) are small. Motion of the system is considered in the 
vicinity of some steady-state motion q,(t) = q, (9) (t), {j= 1,..., S- Ex- 
pressions are derived that describe the motion of gyro devices used in 
systems for stabilizing and controlling moving objects. The authors analyze 
the dynamics and determine the errors of gyro devices with deterministic 
vibrations of the base, assuming that each of the parameters that determine 
vibrations of the base is a polyharmonic function of time. An example is 
riven of calculations of the errors of a one~axis gyrostabilizer with poly- 
harmonic oscillations of the base. An examination is made of the accuracy 
‘f gyro systems in the case where parameters that determine motion of the 
base are normal random processes with zero methematical expectations and 
Known correlation matrix. The methods and approaches that are described 
enable error analysis of specific gyro devices under conditions of deter- 
ministic and random oscillations of the base. References 5 Russian. 
[33-6610] 


UDC 531. 383:621. 319 


[NFLUEHCE OF ROTOR RADIUS ON ACCURACY OF ELECTROSTATIC GYROSCOPE IN CARDAN 
‘\USPENSION 


Leningrad IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: PRIBOROSTROYENIYE in 
issian Vol 25, No 8, Aug 82 (manuscript received 22 Sep 81) pp 64-68 


MARTYNENKO, Yu. G. and KORETSKIY, A. V., Moscow Power Engineering Institute 


Abstract] A formula is derived for the optimum radius of a rotor that 
minimizes angular drift rate due to first and second harmonics in rotor shape. 
fhe analysis is based on the rotor of an electrostatic gyro suspended in a 
spherical evacuated cavity situated inside a ceramic housing. A system of 
metal electrodes on the housing sets up a controlled electric field that 
stabilizes the nonconta.* rotor suspension. The authors consider an electro- 
static gyro design in which the housing is installed in an additional Cardan 
suspension with a special servosystem that ensures angular motion of the 

using such that the relative location of the rotor and housing remains 
nearly unchanged during operation of the device. The error of this servo- 
system is disregarded in the analysis. The surface of the rotor has an axis 
of symmetry and is nearly spherical. The procedure described for derivation 
f the minimum drift formula can be used in selecting parameters for an 
electrostatic gyro with any electrode configuration. Figures 2, references 
» Russian. 
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HIGH-ENERGY DEVICES, OPTICS AND PHOTOGRAPHY 


UDC 621.477.042 


(ECHNOLOGY OF CONCENTRATOR ASSEMBLY FROM MIRROR-GLASS ELEMENTS 


fashkent GELIOTEKHNIKA in Russian No 4, Jul-Aug 82 (manuscript received 
1O Nov 81) pp 26-28 


UMAROV, G. Ya., ALABUTDINOV, D. N., ABDUZIZOV, A., ABDULLAYEV, A. and 
ALIMOV, A. K., Physico-Technical Institute imeni S. V. Starodubtsev, UzSSR 
Academy of Sciences and Samarkand State Pedagogical Institute imeni G. Gulyam 


Abstract] For reducing the cost of solar radiation concentrators, an experi- 
mental study was made to compare the performance of unpolished panes of window 
glass with that of polished ones. Measurements of the focal spot produced by 
parabolically bent panes with a mirror surface have revealed that unpolished 
and polished panes cut transversely produce focal spots of almost the same 
shape and size. Measured was also the angular deviation of normals to the 

irror surface at points along individiual panes from the mean normal to the 
arabolically bent pane. Both wedge strips (180 cm long, 3.3-10 cm wide) and 

tangular strips (180 cm long, 10 cm wide), all approximately 3 mm thick, 

were broken up into 180 segments each. The angular deviation of normals was 
found to be 10' over 95% of the glass surface, much smaller than the divergence 
solar rays (2 = 32") and 4-5 times smaller than with panes cut longitudinally. 
On the basis of these findings, a technology has been developed for assembling 
paraboloidal concentrator with a diameter of 5 m and a focal length of 2.5 m. 

reflector chassis is a stellate structure consisting of 12 curvilinear 
rder-spokes fastened to a cylindrical hub at the center and welded to con- 


¢ 
() 


‘ric circular beams along the dome surface. The position of each joint is 
‘ked with a high-precision level and either raised or lowered, if necessary, 
the plane it has been designed for. Glass is cut into wedge panes and 


oated with aluminum on one side, the mirror surface. All panes, 15/7 of then, 
interchangeable. With a pane fastened to the chassis at 10 points, the 


are i 
hord approximates a parabola with a maximum deviation smaller than 0.5 mm 
(with a pane fastened at only 6 points, the maximum deviation is 1.5-2 mm). 
ihe thermal power of this concentrator is 8.5 kW at a radiation flux density 


ot 800 W/m*, the temperature in the focus reaching 1400 K. Figures 3, 


references ? Russian. 
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UDC 621.373 
NETICALLY CONTROLLED VACUUM-TUBE DISPLACEMENT=TO-PULSE CONVERTER 


Leningrad IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENLY: PRIBOROSTROYENIYE in 
Russian Vol 25, No 10, Oct 82 (manuscript received 8 Feb 82) pp 15-18 


BONDAR', N. M., Moscow Institute of Aviation imeni Sergo Ordzhonikidze 


Abstract] Feasibility of generating a pulse signal in a vacuum-tube device 
with a cathode between two anodes as it moves through a uniform magnetic tield 
in the air gap of a permanent magnet is demonstrated by analysis of electron 
ballistics in a moving magnetic field and kinetics of the difference between 
the two anode currents. Theory is supported by two sets of experimental data 
depicting the current difference as function of displacement in the form of 
pulses with height depending on the anode voltage and width depending on the 
magnet width. in one experiment a magnet moved relative to the vacuum-tube 
levice and voltage was supplied to both anodes through adjustable resistors. 
ln another experiment a permanent pendulum fastened to a disk rotated with the 
latter driven by an adjustable-speed motor. The results indicate that such a 
device can be used as a pulse-type magnetically controlled displacement 
(linear or angular) transducer as well as velocity transducer in discrete-data 
systems. Figures 3, references 3 Russian. 

[84-2415] 


UDC 535.317.2 
OPTLCAL IMAGE SYNTHESIZER WITH MAGNETOELECTRIC LIGHT MODULATOR 


Leningrad [IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: PRIBOROSTROYENIYE in 
Russian Vol 25, No 6, Jun 82 (manuscript received 10 Oct 80) pp 82-86 


GAVRILOV, L. V., KOROBOV, A. G., POMINOV, G. P., FEDOROV, Yu. V. and 
KHVALOVSKIY, V. V., Leningrad Institute of Precision Mechanics and Optics and 
Leningrad Institute of Electrical Engineering or Communications imeni 
vrotessor M. A. Bonch-Bruyevich 


i(Abstract] Optical image synthesizers with magnetoelectric light modulators 
feature high stability of operation, nondependence of deflection angles on 
spectrum of incident light, low intensity losses, high accuracy of modulation, 
and simplicity as well as compactness of construction. Such recording devices 
ire particularly suitable for facsimile transmission. The light can be 
modulated either by varying the exposure of the photographic film with 
limensions of the scanning element held constant, which is preferable for 
positive image reception, or by varying the dimensions of the scanning element 
with exposure of the photographic film held constant. The device consists of 
a lamp with the luminous object, a condenser lens, a tield diaphragm, an 
aperture stop, another condenser lens, and the light modulator mirror, the 
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latter reflecting the image through another aperture stop an a recording 
ective lens onto a light-sensitive film, The amplitude of mirror rotation 
tnall so that the dimensions of the mirror image, the scanning element, 
remain almost constant. Oscillation of the mirror causes the height of the 
illuminated part of the second aperture stop to vary and the luminous flux 
issing through the objective to be modulated proportionally. Performance o! 
the device and design of its components are analyzed on the basis of geo- 
trical relations in the optical system. The results reveal that the mirror 
limensions are prescribed by dimensions of the scanning element and magni- 
ation of the recording objective, while the mirror deflection angle is 
prescribed by the necessary depth of field as well as by magnification of the 
cording objective and tolerances on the dimensions of the scanning element. 
linear exposure characteristic requires rectangular aperture stops. [Figures 
2, references 4 Russian. 
32-2415] 
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UDC 621.375.826 
LOMATIC FOCUSING IN SINGLE-MIRROR TWO-DIMENSIONAL LASER~MIRROR SCANNERS 


Leningrad IZVESTLYA VYSSHIKH UCHEBNYKH ZAVEDENIY: PRIBOROSTROYENIYE in 
Russian Vol 25, No 6, Jun 82 (manuscript received 21 Apr 81) pp 74-78 


IL'IN, A. L., ROZOV, B. S. and SAVOSTIN, P. I., Moscow Institute of Engineering 
sics 
\ostract] Automatic focusing of the laser spot in a single-mirror scanner by 


a movable short-focus lens before the focusing objective is con- 
idered tor high-precision input and output of graphical data. The linear 
isplacement of this lens in the path of the laser beam is made to depend on 

the mirror deflection angle. The method is based on the theory of mirror 

inners, according to which the locus of images of the light spot is generally 
outer turn of a Pascal's limacon and in this special case (mirror oscilla- 
axis passes through reflecting mirror surface) a circle. The equation of 

h curve yields the law of lens displacement. A digital automatic contro] 

system has been developed for implementation of this law using two binary 

‘osition signals. The hardware includes a clock oscillator, two squaring 


it’ 


‘ 


odules, a tull adder, a comparator, a step motor, a pulse generator and a 
reversible pulse distributor for four amplifier channels. The necessary opera- 
ire performed by binary counters with flip-flop, AND gates, and decorders. 
ne system is designed to maintain a spot diameter of 50 jin or vary it accord- 
ing to the given law over the 50-200 pm range within a 200x300 mm? frame. Al] 
ctronic components are built with series 155 integrated microcircuits. 


W 


, references 7 Ru 


Ssian. 





UDC 535.317.2 


VESTIGATION OF PARABOLIC GLASS-CERAMIC ASTRONOMICAL MIRROR WORKING SURFACE 


Leningrad OPTIKO-MEKHANICHESKAYA PROMYSHLENNOST' in Russian No 8, Aug 82 
(manuscript received 8 Jan 81) pp 7-9 


PURYAYEV, D. T., GORSHKOV, V. A., FOMIN, O. N. and LYSENKO, V. G. 


\Abstract] A method is described for checking the figure of a 100-inch glass- 
ceramic parabolic mirror in the horizontal position as during grinding. In 
this arrangement, the equipment and instruments used for quality control were 
iccommodated in a special room built over the grinding shop, since the center 
ot curvature of the mirror was about one meter over the roof of the shop. 

‘he optical bench included a laser, unequal-arm interferometer and compensator 
placed horizontally, and an optically flat mirror for coupling light between 
the center of curvature at the vertex and the interferometer, Placement of 
the laser on a common base with the interferometer simplified alignment. 

ihe proposed arrangement also reduces the probability of axisymmetric wavefront 
errors due to temperature gradient, since the latter is chiefly vertical. The 
system utilizes an IKAP-2 interferometer with universal compensator in the 
working branch. In addition to the diagram of the general checking facility, 
the paper gives a detailed diagram of the interferometer, the interference 
pattern of the mirror, and a map of its figure. Figures 3, table l, refer- 
ences 4: 3 Russian, 1 Western. 

[26-6610] 


UDC 621.391.8:621.397.6.522 


METHOD FOR AUTOMATIC COMPENSATION OF GEOMETRIC DISTORTIONS IN ASTRONOMICAL 
TELEVISION EQUIPMENT 


Leningrad OPTIKO-MEKHANICHESKAYA PROMYSHLENNOST' in Russian No 8, Aug 82 
(manuscript received 30 Jul 81) pp 9-11 


KACHMIN, V. A. and SELIVERSTROV, Yu. A. 


[Abstract] Geometric distortions of the raster in astronomical television 

equipment may reach 20% due to optoelectronic distortion and nonlinear scanning 

distortions. A calibrated test-grid projector is included in the equipment 

to compensate for these distortions. In view of the difficulties of real- 

time computer input, the television signal is first converted to isolate 

coordinate information, represented in digital form, and then fed to the 
omputer. The coding unit used for data conversion imposes a constraint of 

no more than 10 x 10 reference points in the test grid of the calibration unit. 
[n this paper, a method and algorithm are proposed for automatic compensation 

ot geometric distortions with consideration of the specific requirements due 

to peculiarities of astronomical television equipment. Automatic compensation 


50 








; divided into two stages: 1. calibration of geometric distortions; 
estimating the corrected coordinates that assign raster points. A mathe- 

atical model of the geometric distortions is proposed and used to evaluate 

ne accuracy of a compensation algorithm that is based on approximation by 

‘lines. Tests of the algorithm on this model with respect to a set of points 
modeled by a Monte Carlo method with splines of various orders show that splin 

inctions S,(g) of degree 4 Sn $7 ace optimum. Figures 2, references 8 
\USS1lant. 


26-6610] 


UDC 531.749.535.8 
IPTICAL GONTOMETRIC SYSTEMS OF MULTIPLIER TYPE 


eningrad OPTIKO-MEKHANICHESKAYA PROMYSHLENNOST' in Russian No 8, Aug 82 
lanuscript received 12 Jun 81) pp 13-15 


Abstract] The author discusses optical goniometric systems in which infor- 
ition on the angle of mismatch between the objects of observation can be 
‘tained in the form 8' = n@l where {’ is the angular magnification of the 
optical system, and n = +l, +2,... Such systems are called multiplier optical 
oniometric systems. A system for checking synchronism of rotation of remote 
lies by using diffraction gratings in an autocollimation arrangement is 
‘idered, and it is shown that a pair of diffraction gratings multiplies 
nismatch angle. Expressions are derived that characterize image tormation 
systems with diffraction gratings. An experimental system is described 
which nonlinearity is eliminated by using one of the reflective diffraction 
‘ratings simultaneously as a dispersing component and a mirror. The angular 
ification of the autocollimation tube was = 20%, and the flat diffraction 
tings had 600 lines/mm with maximum concentration in the first order of 
visible region of the spectrum. The system produced up to eight images 
the control mark of the autocollimator, corresponding to 16-fold multipli- 


‘ 


ition of mismatch angles. Angular sensitivity was 0.2" for a control range 


, 


10’. Figures 3, references 5 Russian. 











ANISM OF ION ACCELERATION IN LASER PLASMA 


Dushanbe DOKLADY AKADEMII NAUK TADZHIKSKOY SSR in Russian Vol 25, No 4, Apr 82 
(manuscript received 7 Dec 81) pp 215-217 


ABDULLAYEV, A. Sh., ASROROV, A. A. and FROLOV, A. A., Physicotechnical Insti- 
tute imeni S. U. Umarov, TaSSR Academy of Sciences; Tajik Polytechnical 


Institute 


[Abstract] The most extensively studied methods of generating fast ions are 
resonant acceleration and acceleration by the force of thermal pressure of 
plasma. In this paper the authors study a new model of ion acceleration in 
a cool collisional plasma upon normal incidence of both linearly polarized 
and circularly polarized electromagnetic radiation. The proposed mechanism 
involves acceleration of a self-consistent electric field that drives the ions 
into tne accelerated mode through direct action on the plasma electrons. The 
process of ion acceleration is described by equations of collisional hydro- 
dynamics in a high-frequency field and Maxwell's equations. An estimate of 
the maximum energy of the accelerated ions is derived from formulas that 
describe the dynamics of ion motion and the force of radiative pressure. 
an ordinary laser plasma with emission flux density of 101> W/em, wavelength 
in vacuum of 1.06 jim and ion charge number of about 10, this estimate gives 
an energy of 100 keV or more. References 5: 2 Russian, 3 Western. 


[34-6610] 
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UDC 535.513 


FORMATION OF FINE-STRUCTURE IMAGE BY CORNER REFLECTORS OPERATING ON TOTAL 
INTERNAL REFLECTION PRINCIPLE 

Leningrad OPTIKO-MEKHANICHESKAYA PROMYSHLENNOST' in Russian No 9, Sep 82 
(manuscript received 25 Sep 81) pp 1-3 


DENISYUK, G. V. and KORNEYEV, V. I. 


[Abstract] The paper is devoted to an analytical and experimental investiga- 
tion of the mechanism of formation of a fine-structure image by corner re- 
flectors that operate on the basis of the total internal reflection phenomenon. 
[t is shown that a light wave reflected bv an ideal reflector of this tvpe 
breaks up into six elementary light waves that are not cophased. In this 
case, the energy distribution in the diffraction image of a "point" comprises 
six nuclei symmetrically located on the joints of reflector sectors relative 
to a seventh central nucleus. All nuclei have approximately identical 
intensity, and the pattern on an individual sector is ditfraction-limited. 
[he reflector material has almost no effect on this energy distribution. 
Experiments showed that the reflected wave is not cophased regardless of the 


rr? 








yrientation of the electric vector of the incident wave relative to the 
reflector. It is concluded that the accepted concept of the ideal corner 
retlector operating on the total internal reflection principle as well as the 


iysical model of a plane mirror can be applied only in the theory of geometric 
yptics, but not in wave optics. Figures 3, references 12: 9 Russian, 


L 
yvestern. 
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ALw Aad 


\LUATING PARAMETERS OF SHADOW INSTRUMENTS WITH PHOTOELECTRIC INFORMATION 
Weningrad OPTIKO-MEKHANICHESKAYA PROMYSHLENNOST' in Russian No 9, Sep 82 
(manuscript received 16 Dec 81) pp 4-5 


\VRAMENKO, A. S., BEZDUDNYAYA, T. M., DUROVICH, E. Yu. and KRASOVSKIY, E. lI. 


\bstract] Ultrasonic waves propagating in water set up alternating regions 
‘{ compressions and rarefactions that are readily observable by shadow 
methods. This phenomenon can be used for simulating density inhomogeneities 

setting up an ultrasonic field in the scanning region of a shadow instru- 
ment, which can be done while the device is directly immersed in the working 


uid. The authors discuss the feasibility of using such a technique to 
luce inhomogeneity reference standards suitable for measuring sensitivity, 
ind also for evaluating the dynamic range and amplitude-frequency response 


in instrument directly in situ. It is analytically shown that such a 
indard can be made with application of amplitude-modulated voltage to the 
mitter plate, the carrier frequency being the resonant frequency. In this 
linear change in percentage modulation, or a linear change in level 
amplitude-modulated voltage while holding the percentage modulation 
stant will produce a linear change in the gradient of the index of re- 
raction, and hence in the light beam incident on the photocell. An experi- 
ental simulator based on this principle is described with barium titanate 
litter plate and electric control module. Tests show that the device can be 
to evaluate sensitivitv, dynamic range and frequency characteristics of 


u ( 


: iSe, a 


idow instruments. Figures 2, references 10 Russian. 











UDC 666.189.2:535.8 


MATHEMATICAL MODELING OF GEOMETRIC SHAPE OF POLYHEDRAL FIBER-OPTI( 
Leningrad OPTIKO-MEKHANICHESKAYA PROMYSHLENNOST' in Russian No 9, Sep 8: 
(manuscript received 11 Jul 80) pp 8-10 


ISAYEV, N. I. and SHIRKOVA, I. A. 


[Abstract] The dimensions and shape of optical fibers as well as their 
relative location determine the principal characteristics of fiber-optics 
devices: light transmission, resolution, frequency-contrast response, inte 
component nonuniformity of optical parameters and defectiveness. Since the 
major shape-producing factors during manufacture of light guides act period- 
ically, the surface profiles of these components can be described by trigono- 
metric polynomials. The authors consider the problem of mathematical modeling 
of the cross sectional outline of fiber-optics components, using a polar 
coordinate system for analytical representation. A method of haromic analysis 
is given and applied to an actual batch of multistrand light guides of 
hexagonal shape. The results show that the proposed technique of expanding 
the total error of cross sectional shape in a Fourier series enables deter- 
mination of the spectrum of shape deviations for a cross section of any con- 
figuration. Figures 4, references 2 Russian. 

[85-6610] 


re 
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OPTICAL SCHEMES OF LASER SCANNING DEVICES 


Leningrad OPTIKO-MEKHANICHESKAYA PROMYSHLENNOST' in Russian No 9, Sep 82 
(manuscript received 2 Jun 81) pp 13-15 


MARKOVA, L. A., MIKHEYEV, V. P., ROZOV, B. S. and SAVOSTIN, P. I. 


[Abstract] The resolution, precision and speed of devices for processing 
graphic information can be considerably improved by using lasers for recording 
and readout. A critical component of such optical devices is the unit for 
shaping the laser scanning beam. The authors consider the capabilities « 
light beam scanners from the standpoint of maximizing resolution in three 

in = 


widely used arrangements: scanning by mutual shifting of the informati 


medium and the focusing unit, in converging beams, and in parallel beams that 
pass through a collimating system in front of the focusing objective lens. 
The first arrangement forms a spot of minimum size, but requires precision 
displacement of the medium, thus limiting both the size of the medium and the 
speed of operation. The second arrangement should be preferred for large for- 
mats, and the third has the advantage of high operating speed when used with 


intermediate formats of the images being scanned. Figures 3, references 


6 Russian, 2 Western. 
[85-6610] 








UDC 621. 383.514 


[ING GAIN OF ELECTRON FLUX IN MICROCHANNEL PLATE 


Se Lal , ve verry? + Tv - ‘ *vF ra . ou ‘% ’ sarar rw! , ’ x . ad 
rrad OPTIKO=-MEKHANICHESKAYA PROMYSHLENNOST in Russian No 9, Sep | 
inuscript received 26 Mar 81) pp 18-20 
‘ Ys Ye . r 
ract One of the main problems of image converters with microchann: 


ites is loss ot information due to the statistical nature of secondary 
tron emission and signal reduction at the input of the plate. The author 
lates the gain of electron flux in a microchannel plate as a function o! 
trostatic field strength in the channel, the coefficient of secondary 
lectron emission of the semiconductor layer, and the coefficient of secondary 
ission of electrons with the first collison to select the optimum electro- 
static field strength in the channel and the optimum coefficients of secondar' 
tron emission that minimize noise. Figures 3, references 15: 10 Russian, 
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FLUID MECHANICS 


‘rr . 7 | e 9 
UDC 621.51 


MATHEMATICAL MODELING OF GAS DYNAMIC PROCESSES AT GATE VALVE IN RECIPROCATING 
COMPRESSOR 


“Moscow IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: MASHINOSTROYENIYE in Russian 
1, Nov 82 (manuscript received 22 Feb 82) pp 86-90 


BARYSHNIKOV, G. A., docent, and LEVSHIN, V. P., engineer 


‘Abstract] Gas dynamic processes at a gate valve in a reciprocating com- 
pressor are analyzed assuming that, after interaction with the gate, the gas 
stream enters an unbounded space. During the gas transfer, moreover, the 
pressure drops from intake header to cylinder and from cylinder to exhaust 
ider are assumed to be small. The space around the valve is subdivided 
four characteristic region, assuming a relatively small gate lift. In 
ion I the gas stream is one-dimensional with constant parameters and 
ignation pressure equal to cylinder pressure, in region II the gas stream 
becomes two-dimensional, in region III there takes place viscous interaction 
etween discharging jet and surrounding gas, in region IV the gas parameters 
again constant. Equations describing the processes in regions I and [1 
ire those of potential nonviscous laminar flow, with Rayleigh-Jansen series 
r the subsonic mode and with correction for compressibility satisfying the 
.sson equation. Region III is conformally mapped into the plane of a 
plex potential, by the method of Chaplygin singular points, and described 
re by the Prandtl equations. The boundary conditions are stipulated 
ippropriately. Approximate solutions yield the pressure losses due to 
issipation processes. Figures 3, references 4 Russian. 
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‘-ETRATION OF THIN CYCLINDER WITH THIN NOSE CONE INTO PONDERABLE FLUID 
in IZVESTIYA AKADEMII NAUK ARMYANSKOY SSR: MEKHANIKA in Russian Vol 55, 
, Jul-Aug 82 (manuscript received 10 Apr 81) pp 14-20 


\VAGYAN, S. G., Institute of Mechanics, ArSSR Academy of Sciences 
stract|} The problem of a thin nose cone followed by a thin cylinder 
netrating a ponderable fluid vertically downward is solved on the basis o! 
ie equation for the velocity potential field with the boundary condition of 
rrce (acceleration) balance at the free surface of the fluid. The distribu- 
tions of normal pressure and drag force on the cone surface are calculated 
the last stage with the entire nose cone and already part of the cylinder 
mersed. The solution for the initial stage of first only the nose cone 


enetrating corresponds to that for an infinite cone. In the case of a finite 


c 


thin cone freelv falling into an incompressible fluid oscillatory motion is 
und to occur as long as the penetration depth remains shorter than the cone 


‘ 


‘ight and the condition is established when the cone will always come to 


indstill at some depth. This depth is also determined. Figures 2, refer- 
> 5: 4 Russian, 1 Western (in translation). 
jj/- 415] 
UDC 533.6014+534.2.532 
FRACTION OF ACOUSTIC WAVE BY PLATE MOVING NEAR PLANE 
\ AKAD! [I NAUK SSS in Russian Vol 265, No 6, Aug 82 
Script received 19 May OZ) py 1345-1349 
"SHCHIKOVA, Ye. A., Moscow State University imen’ M. V. Lomonosov 
ict \ solution is obtained to the problem of an acoustic wave travelit 
ity ilong a stationary plai in a plane-parallel stream of ide 
t r1L« LT! | t lat  ~ whic [ mov cs it ‘ i Stal t Vé locity u ob] ique ] y awa 
that plane e front of the acoustic wave is inclined to the give: 
t plate Ove vit 1 Zeer ingle itta ] ts Wn plane ( 
C1 ate P(t) Jiu arbitrar 
irst rivative F'(t)= u, and the velocity potential sati 
Dy +8, -- a). .- ) in a stationary rectangular system of coordinate 
rigin at sor distance from the given plane. At the rear edge 
» wnere the rcoust i¢ WAVE strikes, the 7Zhukovskiy-Chay] > 
itisfied at all times. The corresponding boundary-valus 
i wit t i two-dimensional Volterra integral equat 
tential tunctior g (x,z,t) in each characteristic region of 
ing tl atter ir haracteristic coordinates with subsequent 
ording to the rule generally applicable to Abel integral equation: 
t t ” ‘ ra i r ité¢ is plottec n thi ; 
j Wi eT De Calida 7 i lat moving it Sul pa L it 











‘he results can be extended to motion of a wing of infinite span, a problem 
considered by this author in an earlier study (DOKLADY AKADEMII NAUK SSSR 

11 256, No 3, 1981). Figures 2, references 7 Russian. 
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UDC 533.6.01] 
(NVESTIGATION OF AERODYNAMIC CHARACTERISTICS OF DIAMOND-SHAPED WING VIBRATING 
TRANSLATLIONALLY IN SUPERSONIC FLOW 
Kazan I7VESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: AVIATSIONNAYA TEKHNIKA in 
issian No 2, Apr-Jun 82 (manuscript received 4 Jul 79) pp 51-52 


VARNAVSKIY, A. N. 

\bstract] This paper gives the results of a study of the effect that trans- 
latory oscillations of a diamond-shaped wing in a supersonic flow have on 
aerodynamic characteristics obtained by the method of gas-hydraulic analogy. 

‘;cillations are considered over the range of dimensionless vibration 
frequencies p* from 0 to 1.0 and relative amplitudes y=0.008, 0.02, 0.04 at 
zero angle of attack. Vertex angle of the wing was 10°, and length of the 
rd was 250 mm. Analysis of the measurement results demonstrates the in- 


translatory oscillations on instability of compression shocks, 
of relations 


ho 
luence of 
pressure distribution and aerodynamic characteristics. Analysis 
yr pitching moment and lift as functions of the phase of oscillations shows 
that these relations are periodic, but not strictly sine-wave, and that there 
a delay in settling of amplitude values otf 
dimensionless vibration frequency increases the amplitude values of C,, 
upper and . 


these oscillations. An increase 
and 


, due to an increase in the pressure difference between 

wer wing surfaces. It is concluded that instability ot! 
luence on aerodynamic characteristics and coefficients of 

rivatives in translatory vibrations of a wing in a supersonic flow that must 
taken into consideration in theoretical calculations. Figures 2, references 


bow waves has an 
rotational 


36-6610 | 











UDC 533 09, 


“ATION OF WING VORTEX SCHEMES 


izan IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENITY: AVIATSIONNAYA TEKHNIKA in 


OQ] 


ssian No 2, Apr-Jun 82 (manuscript received 13 Nov 79) pp 78-79 
N" [KOV, V. I. and OVCHAROV, M. M. 

tract}) The problem of studying undetached flow of ideal incompressible 

i iround a finite-aspect wing reduces to solution of a singular integral 
iation. A widely used approach is approximation solution with replacement 
the integral by sums, which is equivalent to substituting discrete broken 
rtices tor the vortex surface that replaces the wing. Calculations have 
wn that use of a small number of discrete vortices in this scheme leads 


intensity and values of the coefficients cy and m, that differ appreciably 


if DC 


Tal nal 


the 
these coefficients of the wing will be close to exact even for a smal] 
er of vortices. The lifting vortices are arranged just as on an infinite- 
t plate, and the free vortices--as on a zero-aspect plate. It is shown 
in such an arrangement where the vortices parallel to the chord of the 
ire situated uniformly with respect to angular coordinate along the span 
values of coefficients c, and m, are sufficently exact for practical 
ses even with only two free vortices. Figures 4, references 2 Russian. 
LO | 
UDC 532.522 
\ UN STEM ETS INCIDEN ON FLAT OBSTACLI 
A VYS LKH UCHEBNYKH ZAVEDENTY: AVIATSIONNAYA TEKHNIKA it 
un No 2, Apr-Jun 82 (manuscript received 3 Mar 80) pp 86-88 
’ Ve, ROMYATNIKOV, N 0 AYEV, A. M. 
\ roa suggested tor describing fli in the region « 
ear a tlat barrier incidence ot jets that produce 
LOWS he propose echnique is based on a two-dimensional mode 
it vortex filament. Such an approach is valid where it can be assu 
se ede flow is di to a vortex pair. Formulas are given for the 
a ind locit ld that determine the gas flow directed away 
riment with interaction ot two axisymmetric jets show 
i} ¢ en . the pT posed iT lel, Figures <, reterences G 


exact values. In this paper, a vortex arrangement is found such 








MECHANLCS OF SOLIDS 


UDC 621.752 
RESONANCE VIBRATIONS OF ROTORS AT HIGH SPEEDS 


Moscow IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: MASHINOSTROYENIYE in Russian 
No 11, Nov 82 (manuscript received 23 Mar 82) pp 39-43 


BAL'MONT, V. B., senior lecturer 


\bstract] The behavior of a rotor at high speed is analyzed according to 
the linear theory of V. F. Zhuravlev (IZVESTIYA AKADEMII NAUK SSSR: 
MEKHANIKA TVERDOGO TELA No 5, 1971) for rotors in nonideal bearings with 
defective balls and races. The corresponding system of nonhomogeneous 
linear equations of motion for a rotor in two ball bearings, describing 
vibrations of such a rotor, are solved for the simple case of two identical 
bearings. The solution represents a buildup of the amplitude of angular 
vibrations during acceleration to high speed and subsequent continuation of 
resonance at speeds above critical. This phenomenon is attributed to 
coincidence of frequencies of perturbations due to unbalance with nutation 
trequencies, occurring most likely when the moment of inertia with respect 
to the shaft axis is smaller than the moment of inertia with respect to the 
rotor diameter through the center between bearings. Figures 3, references ] 
Russian. 

[94-2415] 


[TRESSED AND STRAINED STATE OF TRIPLE-LAYER BEAM UNDER LONGITUDINAL IMPULSE 


Moscow IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: MASHINOSTROYENIYE in Russian 
No ll, Nov 82 (manuscript received 10 Nov 80) pp 20-24 


BELEV, V. N., doctor of technical sciences, professor, KOTEL'NIKOV, V. U., 
indidate of technical s ciences, ZHOLUDEV, A. A., engineer, and DERYUSHEV. V. 


eny Lneer 


i'Abstract] An experiment was performed in order to determine the dynamic 
behavior, under longitudinal impact, of a trinle-layer beam consisting of two 











c 


icaths with a filler between them. Such a beam, 90 cm long, consisting ot 
two 1.5 mm thick sheaths of AMg-3M aluminum alloy and a 17 mm thick filler 
Olyurethane foam was fixed at one end and struck at the free other end 

ith a steel ball moving at a finite velocity prior to impact. Three balls 
were used in the experiment, with masses of 0.044730, 0.08395, 0.112065 ky 


ind moving at velocities of 3, 5, 7 m/s respectively. Only one of the sheaths 


was struck, the other one thus being loaded indirectly through the filler. 

Measurements were made with strain gauges, transducer signal amplifiers, 
sscillographs, and on recording paper tape. The results reveal a redistribu- 
ion of shearing stresses which can lead to delamination. They also indicate 


that direct extrapolation of static test results for dynamic stress and strain 


inalysis based on linearity in the impact zone is inadequate. A correction 

tactor of 4-5 will take into account the dependence of contact time as well 
- energy and momentum transfer on mass and velocity of the striking body 

within the given range of both. Figures 3, table 1, references 2 Russian. 
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UDC 539.3 


i FPECT ON INITLAL LOSS OF SHAPE ON NATURAL VIBRATION FREQUENCIES OF REINFORCED 


CONICAL SHELLS 


iev PRIKLADNAYA MEKHANIKA in Russian Vol 18, No 11, Nov 82 
(manuscript received 13 May 82) pp 118-122 


, S. Yu., Institute of Mechanics, UkSSR Academy of Sciences 


\LKO. § 
bstract] A closed circular frustum shell with a regular array of discrete 
‘inforcing stringers and hoops is considered, all reinforcement members 
ing aligned with the lines of corresponding principal curvatures of the 
lian shell surface. The shell is initially out of shape before a static 

il compression load is applied to it. Small linear vibrations of the shell 
but its static equilibrium position are analyzed, assuming that all rein- 


rcement members are one-dimensional elements subject to flexure in one 


lane only. Determination of the natural vibration modes and frequencies 
lves calculating the state of stress and strain by converting the ftunda- 
il system of equations to a system of finite-difference equations of the 
! nding eigenvalue problem in the perturbation vector with the stitt- 


itrix, the geometrical stiffness matrix, and the inertia matrix as co- 


nts. The solution reveals the effect of initial shape loss on the 
trequencies and their dependence n the load parameter. Application 
ethod and numerical results of calculations are demonstrated on a 
al ell with reinforcing stringers only and with an initial .vss 
form of longitudinal and circumferential waves with amplitude 
il to th hell thickness. Both critical load and natural frequencies are 
initial shape imperfection, by an amount which depends on the 
tion an ira r. j 4}. referen 7} 
ian, 1 Western 








F FLEXIBLE SHALLOW SHELLS OF RECTANGULAR PLANFORM UNDER THERMAI 


Xilev PRIKLADNAYA MEKHANIKA in Russian Vol 18, No 11, Nov 82 


v 


(manuscript received 21 Mar 80) pp 111-114 
KRYS'KO, V. A. and FEDOROV, P. B., Saratov Polytechnic Institute 


[Abstract] Flexible shallow shells of iectangular planform are considered 
under thermal shock, with temperature dependence of the Young modulus E and 
the linear thermal expansion coefficient q+. taken into account. A uniformly 
distributed thermal flux impinges on the inside of such a shell, while its 
outside surface and lateral surfaces remain thermally insulated. The 
corresponding problem of heat conduction is solved analytically, with the 
transient temperature field expressed in the form of an infinite series. 

fhe differential equations of the corresponding mechanical problem are solved 
by the method of finite differences. The dynamic stability of the shell is 
analyzed and the critical thermal flux density is determined with E and q _ 
simultaneously temperature dependent and with either only E or only 4 t 
temperature dependent, also with both assumed to be constant. Disregarding 
the temperature dependence of 4- is found to result in the largest error, 
overestimation of the critical thermal flux density and underestimation of the 
deflections at loss of stability. The results are compared with those for 
spherical and cylindrical shells. Figures 3, references 6 Russian. 


[98-2415] 
UDC 539.3:534.] 
MERICAL ANALYSIS OF WAVE PROCESSES IN COMPOSITE SHELL-BEAM STRUCTURES 
iev PRIKLADNAYA MEKHANIKA in Russian Vol 18, No ll, Nov 82 
(manuscript received 30 Nov 81) pp 57-64 
PATSYUK, V. I., RYBAKOVA, G. A. and SABODASH, P. F., Odessa Technological] 


Institute of the Food Industry 


(Abstract] The dynamic behavior of an elastic composite shell-beam structurs 
consisting of coaxial outer cylindrical shell with stepwise changing wal 
thickness and inner solid waveguide beam with correspondingly stepwise 
hanging cross section is described by the Timoshenko system ot hyperboli 
equations for shells and wave equations for thin elastic beams. Lumped 
inertial masses are rigidly coupled to the beam at both ends and at the 
oulders where its cross section changes. A pulse load is applied in t 
ixial direction at time zero. The transient response of such a structure, 
including evolution of radial displacement profiles and of vibrations, i 
ilculated according to a difference scheme constructed for this model wi 
cero initial conditions and static equilibrium as well as kinemati ounda 
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yrrizontal plate is assumed to be subject to a constant horizontal pull 
rece, a constant normal pressure torce, and a friction force depending on 
ity as a polynomial function of velocity and velocity cubed. The 
is assumed to perform harmonic longitudinal vibrations. The solution 


ie corresponding equation of motion for the body is sought as the sum ot 


dimensionless velocity components: slow average velocity and 2;7f -periodic 
t alternating velocity. Assuming a constant average velocity, the pull 
yrce (dimensionless is calculated as a function of that velocity for variou 

ies of the vibration parameter n= A ~/vy (A- vibration ampli 


~ 
c 


Ff + 


ration frequency, vg - sliding velocity at which coefficient of sliding 
friction is minimum). The results reveal that, unlike in the case of Coulom 

friction, there is an optimum vibration mode here which corresponds to 

ninimum effective friction coefficient. Figures 3, references 4 Russian. 


\CTOR FAVORABLE TO OCCURRENCE OF VIBRATIONS WITH TRAVELING STRAIN WAVES IN 
ALLY SYMMETRIC SYSTE 


iev PROBLEMY PROCHNOSTI in Russian No 7, Jul 82 (manuscript receiv 


" a ry 1 9 
., Ne. P., Zaporozh ye 


ract | \vailable laboratory and tield data are analyzed, to explain why 
strain waves and attendant vibrations occur in some cyclical] 
ic systems such as arrays of banded turbine blades rotating at certait 
't necessarily in stationary turbine disks excited by air jet 
rotating nozzles. Internal compression forces acting as hoops 


ine disks and on the hubs of a blade belt, produced by thermal stress 


excessive mechanical stresses due to nonuniform heating and imprope1 
a | 


respectively, ire ! yund to pe a tactor not onliv favorabdile CO U 


verning the occurrence Of vibrations with traveling strain wave 
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DETERMINATION STRESSES IN LAYERS OF MULTILAYER 


OBLEMY PROCHNOSTI in Russian No 6, Jun 82 (manuscript received 


Feb 81) pp 67-71 

AK, M. 1., Belorussian branch, Central Scientific Research and Planning 
istitute of Metal Structures 

stract] Reeled multilayer structures are finding broad applications in 
iemical and power equipment, mainly because of higher resistance to brittle 
racture at low temperatures. An important step in the design of such 


\ 


tests performed on two cylindrical steel vessels (gas tanks) with a wall 
isting of six 3 mm thick layers and with flat covers at both ends. 
rcumferential and meridional stresses were measured with strain gauges in 
i hole through the wall, first under nominal pressure of 9.6 MPa, then with 
shells stepwise overloaded: one to 14.6 MPa and one to 16 MPa. The 
esults are compared with calculations according to standard formulas for 
e [Into consideration are taken residual stresses due to reeling and 
iins due to the hole. The results reveal that, while axial strains of the 
lavers remain equal, the stress is highest in the innermost layer under nomin. 
\s the load increases, the outermost layer also becomes more highl 
ty sed but the difference between stresses in both extreme layers and the 
rmediate tour lavers decreases. Stresses in a less tightly reeled shel 
; readil ind only under heavier loads. \t icture, under a 
18 MPa, 111 layers in the shells were tou id to be stressed 
Lvure », tables 3, references 13: ll Russian, 2 Western (1 in 
i 6b 1} :624 14.252: ¢ f 
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experimental data, especially on ductility under 
Here data are presented on static 


evaluation of 


oad and fatigue under cyclic load. 


1 | 








shells, then treating the entire cylinder as a thick-walled one. With the 
5 


inside radius given, the optimum tube thickness and outside cylinder radius 

ire determined on this basis. The results reveal that the optimum tube thickness 
is one equal or close to the turn thickness, such a tube thus being equivalent 

to another layer. The design method is applied to a cylinder with inside 

radius of 100 cm for internal pressure of 50 MPa, made of material with 150 

MPa strength. Such a cylinder consisting of wound layers only is found to be 
about 6% lighter than one with a 13.7 cm thick inner tube and about 257% 
lighter than one consisting of two tubes shrunk one on the other with an 
interference fit. Figure 1, references 2 Russian. 
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UDC 62-98:620.165 
DESTGN OF THIN-WALLED PRESSURE VESSELS FOR RESISTANCE TO FRACTURE 


Kiev PROBLEMY PROCHNOSTI in Russian No 6, Jun 82 (manuscript received 
6 Aug 81) pp 60-63 


rRCHOV. V ) T 
SHOV, V. P., Tula 


\bstract] Design calculations are shown for thin-walled pressure vessels 
ade of isotropic homogeneous and monotonically hardening material. The 
reaking pressure is determined as function of three standard mechanical 
haracteristics: tensile strength, conventional yield strength and percent 
“longation. Design formulas are derived from the relations oO tyye=Ale 
and E JE 
true true 2(1+ py) 


true 
= E- Young's modulus, u- Poisson's ratio, o - 
tress, t - strain), with constants A and « determined from the state o! 
tress and strain during necking. These formulas are applied, for illustra- 

‘yn, to a cylindrical shell and a spherical shell subject to fracture under 
a y 


either still increasing or already decreasing load. Figure l, references 


rN IsS1lan. 


,/7/79¢ 


+i ) j 
OF DIFFERENT TENSILE AND COMPR! [IVE RESISTANCES OF NONLIN} 
\STIC MATERIAL TO STRESS AND STRAIN IN CYLINDRICAL SHE 
PROBLEMY PROCHNOSTI in Russian No 6, in S82 (manuscri t el. 
3 ] ) pp 55-60 
‘ \ i if) )' \ [INN] OV , i U . ar its t i t te 
ict The behavior of a cylindrical shell made oft nonli irl: 
; | ¢ [ & by ; - rad j . — - , a, . M ; . ae 
iterial with different tensile and compressive resistances under 





’ ’ 1 " cf «} hart | —lo naAnnotarmahl]ea my ] 
iln LS analyzed, on the basis of the hypotnesis of nonde! Irmadle normal 


with linear geometrical relations between displacements and strains 
ed to integral relations tor forces and moments. Since the parameters ot 


sical relations are indeterminate, dependent on the state of stress, the 
rresponding boundary-value problem is solved by reducing it to a problet 
t successive load applications. The resolvent equation, in an orthogonal 

tem of coordinates, can be solved either by the Lyapunov-Duboshin method, 
vields accurate results only for very short shells, or by the Godun 
ethod ot discrete orthogonalization. In the latter method the nonlinear 


roblem is reduced to a sequence of linear ones and those are solved by a 
stable procedure with any desired accuracy. Typical results obtained on a 
r » i 
M-6 high-speed computer are shown for a short shell with one end fixed 
ind one end hinged. Thev indicate that disregarding a 30% difference betwee 
tensile and compressive resistances produces a 20% error in stress, assuimnin 
t 
Poisson ratios can produce a 25% error in deflection and a 28% error in 
tress. The physical model proposed here is applicable to many low-carbon 
medium-carbon steels, high-carbon tool steels, structural alloy steels, 
ist iron, aluminum, aluminum alloys, magnesium alloys, titanium bronze, and 
tolite. Figures 4, tables 1, references 16: 15 Russian, 1 Western. 
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ULATION OF SPHERICAL SHELL WITH INVERSELY SYMMETRIC LOADIN 


izan IZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: AVIATSLONNAYA TEKHNIKA in 
Russian No 2, Apr-Jun 82 (manuscript received 29 Apr 80) pp 47-5! 


aut rr tv ’ 
\KHME D I ANOV , I . S . 


Abstract] Ina previous paper, the author gave relations necessary fo 
studying the stressed and strained state of a spherical shell under the a 

‘f a load that is symmetric relative to some meridional plane | seé« 
\khmed'yanov, I. S., "Calculation of Spherical Shell Under Symmetric Loading", 
[ZVESTIYA VYSSHIKH UCHEBNYKH ZAVEDENIY: AVIATSIONNAYA TEKHNIKA, No 4, 1980, 
pp 7-12]. Here, analogous relations are derived for calculating a spherical 
shell with inversely symmetric loading, where the components of a load that 


is inversely svmmetric relative to the plane of the meridian are represented 
is trigonometric series. Expressions are given for the torces and moment 


that arise in the spherical shell, and for the displacements of the middle 
surface and the angles of turn of the normal to the middle surface. Figure l, 
reference 1 Russian. 
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